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PEEFACE TO THE PRESENT EDITION OF 

PART n. 



The present edition of this Part has been completely recast, and 
the treatment of several subjects will be found more complete and 
consecutive than in previous editions. 

The subject of Heat as a measurable Quantity is introduced at a 
much earlier stage than before, the chapter on Calorimetry being 
placed immediately after those on Thermometry and Expansion. 
Latent Heat and Heat of Combination are not now included in this 
chapter, but are treated later in connection with the subjects of 
Fusion, Vaporization, and Thermo-dynamics. 

Among the new matter, may be mentioned: — ^An investigation of 
the temperature of minimum apparent voliune of water in a glass 
envelope; 

An account of Guthrie's results on the freezing of brine; 

A proof that the pressure of vapour in the air at any time is equal 
to the maximum pressure for the dew-point; 

Descriptions of Dines' hygrometer, and of Symons' Snowdon 
rain-gauge; 

A full explanation of *' Diffusivity " or " Thermometric Conduc- 
tivity;" 

Some recent results on the conductivity of rocks, and on the con- 
ductivity of water; 

A note on the mathematical discussion of periodical variations of 
underground temperature; 

A proof of the formula for the efficiency of a perfect thermo- 
dynamic engine; 

Several investigations relating to the two specific heats of a gas, 
and to adiabatic changes in gases, liquids, and solids; 



IV PREFACK 

A description of the modem Gas Engine. 

Every chapter has been carefully revised, with a view to clear- 
ness, accuracy, and consolidation; and the result has been that, with 
the exception of Melloni's experiments, and the Steam Engine, the 
treatment of nearly every subject has been materially changed. 

The collection of Examples at the end of the voliune has been 
enlarged and re-arranged; and the answers are appended. 

J. D. K 

Belfast, Novtmber^ 1880, 



NOTE PREFIXED TO FIRST EDITION. 

In the present volume, the chapter on Thermo-dynamics is almost 
entirely the work of the editor. Large portions of the chapters on 
Conduction and on Terrestrial Temperatures have also been re- 
written; and considerable additions have been made in connection 
with Hygrometry, the Theory of Exchanges, the Specific Heats of 
Gases, and the Motion of Glaciers. Minor additions and modifica- 
tions have been numerous, and will easily be detected by comparison 
with the similarly niunbered sections in the original. 

The nomenclature of units of heat which has been adopted, is 
borrowed from Prof. G.C. Foster s article "Heat" in W setts' DictioTiary 
of Chemistry, 



CONTENTS -PAKT II. HEAT. 



THB NUMBEBS BEFEB TO THE BBOTIONS. 



Ohaptee XXIV. THERMOMETRY. 

Heat and Cold, 276. Temperature, 277. Expansion, 278. General idea of thermo- 
meter, 279. Choice of thermometric substance, 280. Construction of mercurial 
thermometer, 281. Adjustment of the quantity of mercury, 282. Thermometric 
scales, 283. Displacement of zero, 284. Sensibility of thermometer, 285. Alcohol 
thermometer, 286. Self-registering thermometers, 287. Thermograph, 288. Me- 
tallic thermometers, 289. Pyrometers, 290. Differential thermometer, 291, 

pp. 257-276. 

Chapteb XXV. MATHEMATICS OF EXPANSION. 

Expansion. Factor of expansion, 292. Linear and cubical expansion, 293. Change of 
density, 294. Real and apparent expansion, 295. Degree of mercurial thermo- 
meter, 296. Comparability of mercurial thermometers, 297. Steadiness of zero in 
spirit thermometers, 298. Length of a degree on the stem, 299. Weight thermo- 
meter, 300. Expansion of gases, 301. General definition of coefficient of expan- 
sion, 302, pp. 277-282. 

Chapteb XXVL EXPANSION OF SOLIDS. 

Observations of linear expansion, 303. Compensating pendulum, 304. Force of expan- 
sion, 305, . . . . • pp. 283-286. 

Chapteb XXVIL EXPANSION OF LIQUIDS. 

Method of equilibrating columns, 306. Experiments of Dulong and Petit, and of Reg- 
nault, 307. Expansion of glass, 308. Expansion of any liquid, 309, 310. Formulae 
for expansion of liquids, 311. Maximum density of water, 312. Saline solutions, 313. 
Apparent expansion of water, 314. Density of water at various temperatures, 315. 
Expansion of iron and platinum, 316. Convection currents, 317. Heating of build- 
ings by hot water, 318, pp. 287-296. 

Chapteb XXVIIL EXPANSION OF GASES. 

Experiments of Guy-Lussac, 319. Regnault's apparatus, 320. Results, 321. Reduction 
to Fahrenheit scale, 322. Air-thermometer, 323. Perfect gas, 324. Absolute tem- 
perature by air-thermometer, 325. Pyrometers, 326. Density of gases, 327. Mea- 
surement of relative density of a gas, 328. Absolute densities, 329. Draught of 
chimneys, 330. Stoves, 331, pp. 297-309. 

Chapteb XXIX. CALORIMETRY. 

Quantity of heat, 332. Principles assumed, 333. Cautions, 334. Unit of heat, 335. 
Thermal capacity, 336. Specific thermal capacities, 337. Method of mixtures, 338. 



VI TABLE OF CONTENTS. 

Practical application, 839. Corrections, 340. Begnault's apparatus, 341. Great 
specific heat of water, 342. Specific heat of gases, 343. Dulong and Petit's law, 
344. Ice calorimeters, 345. Method of cooling, 346, pp. 310-319^ 

Chapter XXX. FUSION AND SOLIDIFICATION. 

Fusion, 347. Definite temperature, 348. Latent heat of fusion, 349. Measurement of 
heat of fusion, 350. Conservative power of water, 351. Solution, 352. Freezing- 
mixtures, 353, 354. Solidification or congelation, 355. Heat set free in congelation, 
356. Crystallization, 357. Ice-flowers, 358. Supersaturation, 359. Change of 
volume in congelation; Expansive force of ice, 360. Melting-point altered by hydro- 
static pressure, 361. By stress of any kind, 362. Bottomley's experiment, 363. 
Begelation of ice, 364. Apparent plasticity of ice ; motion of glaciers, 365, 

pp. 320-336. 

Chapter XXXL EVAPORATION AND CONDENSATION. 

Transformation into vapour, 366. Vapour and gas, 367. Pressure of vapours; Maximum 
pressure and density, 368. Influence of temperature on maximum density and 
pressure, 369. Mixture of gas and vapour; Dalton's law, 370. Liquefaction of gases, 
371. Faraday's method, 372. Latent heat of evaporation; Cold produced, 373. 
Leslie's experiment, 374. Cryophorus, 375. Freezing of water by evaporation of 
ether, 376. Freezing of mercury by means of sulphurous acid, 377. Carry's appa- 
ratus for freezing by ammonia, 378. Solidification of carbonic acid, 379. Con- 
tinuity of the liquid and gaseous states ; Critical temperature, 380. Liquefaction and 
solidification of oxygen and hydrogen, 381, pp. 337-354. 

Chapter XXXII. EBULLITION. 

Ebullition, 382. Its laws, 383. Its definition, 384. Effect of pressure upon the boiling- 
point, 385. Franklin's experiment, 886. Determination of heights by boiling-point, 
387. Papin's digester, 388. Boiling-point of saline solutions, 389. Of liquid mix- 
tures, 390. Difficulty of boiling without air. Experiments of Donny and Dufour, 
391. Spheroidal state, 392. Freezing of water and mercury in a red-hot crucible, 
898. The metal not in contact with the liquid, 894. Distillation, 895. Circumstances 
which influence rapidity of evaporation, 396, pp. 355-369. 

Chapter XXXin. QUANTITATIVE MEASUREMENTS RELATING TO 

VAPOURS. 

Experiments on pressure of steam, 397. Dalton's, 398. Begnault's, 399, 400. Results 
expressed by a curve, 401. Empirical formula, 402. Pressure of other vapours, 403. 
Gravitation measure and absolute measure of pressure, 404. Laws of combination 
by volume, 405. Relation of vapour-densities to chemical equivalents, 406. Deter- 
mination of vapour-densities; Dumas' method, 407, 408, 409. Limiting values of 
relative densities, 410. Gay-Lussac's method, 411. Meyer's method, 412. Volume 
of vapour formed by a given mass of water, 413. Latent heat of evaporation; 
Despretz's apparatus, 414. Regnault's experiments, 415, .... pp. 370-888. 

Chapter XXXIV. HYGROMETRY. 

Relative humidity, 416. Simultaneous changes of the dry and vaporous constitutents, 
417. Dew-point, 418, 419. Hygroscopes, 420. Hygrometers, 421. De Saussure's, 
422. Dew-point hygrometers, 423. Dines', 424. Daniell's, 425. Regnault's, 426. 



TABLE OF CONTENTS. VU 

Wot and dry bulb hygrometer, 427, 428. Ohemioal hygrometar, 42B. Weight of h 
givan volume ol moist air, ISO. Saturated itir at difFeient temperatures and prea- 
Burei, J31. AqneouH meteora, 432. Cloud and mlat, 133. VoiiBtiBa of cloud, 434. 
Cauaei of formation of oloud, 435. Bain, 43S. Snow and boil, 437. Bew, 438, 

pp. 389-411. 

Ohaftkb XSXV. CONDTJCTION OF HEAT. 

DndndAOD, 433. Variable and permanent atitea, 440. Conductivity and diffmiritj, 
Their definltiona, 442. Effect of change of units, 443. UluBtratiom ot oon- 
doctiou, 444. Metals &b best conductors, 44S. Davy lamp, 446. Walls of hauseB, 
447. Norwegian cooking box, 448. Experimental detemunation of conductivity, 
440. Ot diffuaivity, 450. Conductivity of roeka, 451. Of liquida, 452, Ot water, 

463, 454. Of gases, 455. Of hydrogen, 458, pp. 412-425. 

Note A.^ — Differential equation of linear flow of beat p. 425. 

Note B.— Flow of heat m a bar, p. 42B. 

Note C. — Deduction of diffusivitj from obsarvations of undergroand temperature, p, 426. 

Chafteb XXXVL RADIATION. 

v^ladiatioji distioguiahed from conduction, 457. A ponderable medium not essential, 15S. 
Eadiant heat travels in straight lines, 4SB. Surface conduction often oo-opcratea 
with radiation, 4S0. Newton's law of cooling, 461. Dnlong and Fetit's law of 
cooling, 452. Conscqnencee of this law, 4G3. Theory of exchanges, 464. Law of 
inverae squares, 465. Law of reflection ot heat, 466. Burning mirrors, 467. Con- 
jugate mirrors, 468. IteBectioii, diffnaiini, absorptian, and trangmiBsion, 469. Co- 
efhcient of absorption and of emission, 470. Limit to radiating power, 471, 

pp. 428-439. 

CBiirm XXXVn. RADIATION (Oonlfniied). 



IS tot radiant heat, 472. Comparieon ol 



absorbing powers, 4T4. Variation ot abaotption with the source, 476. Eefleoting 
power, 476, Diffusive power, 477. Peculiar property ot lamp-blaok, 478, Diather- 
mancy, 479. Diathermancy of different sulistances, 480. Influence of thickness, 481. 
Relation between radiant heat and light, 482. Selective emiBsion and abaorption, 483, 

pp. 440-456, 

Chaptbb XSXVIIL THERMO -DYNAMICS. 

Connection between beat and work ; Pire-oyrin ge, 484. Heat produced by friction, 485. 
Foncanlt'a rotating disc, 486. Joule's determination of mechanical equivalent of 
heat. 467. First law of thermo-dynamics, 488. Heat lost in expanaion of gnaee, 4SS. 
Differenceof thetwoapeciiicheata,40D. TheriiticenginGs,491. Carnot'a investigations, 
492. Examples of reveraihility, 4B3, Second law ot thermo-dynamics, 494. In- 
vestigation of formula for efficiency of revoisible engine, 495. Thomson's ahsolute 
scale of temperature, 496. Heat required for change of volnma and temperature, 497- 
Adiabatio changes of gases ; Hatio of the two spedSo heats, 498. Relations between | 
odiabatic ohangea of volume, temperature, and pressure, 480. Numerical value of i 
the ratio k, 500. Ranldne'a prediction of apecidc heat of air, 601. Coaling of air by 
ascent; Convective equilibrium, 502. Adiabatio compresaiou of liquids and solids, 
503. Adiabatio extension of a wire, 604, Adiabatio coefSoients of elastioity, 506, 
Freedng ot water which boa lieen cooled below 0°, 506. Irfiweriug of freeziiig-puint 
by pressure, 507. Heat ot chemical oombination, 508. Observations on it, 509, Anl- 



Vm TABLE OF CONTENTS. 

mal heat and work, 510. Vegetable growth, 511. Solar heat, 512. Its sources, 518. 
Sources of energy available to man, 514. Dissipation of energy, 515, pp. 457-490. 

Chapter XXXTX. STEAM AND OTHER HEAT ENGINES. 

Heat-«ngines, 516. Stirling's air-engine, 517. The steam-engine ; its history, 518. Prin- 
ciple of the double-acting engine, 519. Arrangement for admitting the steam, 520. 
Movement of the slide-valve, 521. Air-pump of the condenser, 522. Grovemor-baUs, 
523. Use of the fly-wheel, 524. General description of Watt's engine, 525. Work- 
ing expansively, ,526. Modification of slide-valve for expansive working, 527. 
Compound engines, 528. Surface condensers, 529. Classification of steam-engines, 
530. Form and arrangement of the several parts, 531. Kotatory engines, 532. 
Boilers, 533. Boilers with the fire inside, 584. Bursting of boilers ; Safety-valves, 
535. Causes of explosion, 536. Feeding of the boiler; Giffard's injector, 537. 
Locomotive, history, 538. Description of a locomotive, 539. Apparatus for reversing: 
link-motion, 540. Gas-engines, 542, pp. 491-517. 

Chapteb XL. TERRESTRIAL TEMPERATURES AND WINDS. 

Temperature of the air, 543. Mean temperature of day, month, and year, 544. 
Isothermals, 545. Insular and continental climates, 546. Temperature of the soil 
at different depths, 547. Increase of temperature downwards in the earth, 548. 
Decrease upwards in the air, 549. Causes of winds : general principle, 550. Land 
and sea breezes'; Monsoons, 551. Trade-winds ; General atmospheric circulation, 552. 
Origin of cyclones, 553. Anemometers, 554. Ocean currents, 555, . pp. 518-530. 

EXAMPLES. 

PAGE 

Temperature — ^the Three Scales. Ex. 1-12, 631 

Expansion. Ex. 13-31, 631 

Densities of Gases. Ex. 32-43, 532 

Thermal Capacity. Ex. 44-50, 534 

Latent Heat. Ex. 51-59, .534 

Various. Ex. 60, 61, 535 

Conduction. Ex. 62-66, 535 

Hygrometry. Ex. 66, 67, 536 

Thermodynamics. Ex. 68-74, 536 

Adiabatic Compression and Extension. Ex. 75-78, 536 

Answers to Examples, 537 



FRENCH AND ENGLISH MEASURES 



A DECIMETRE DIVIDED INTO CENTIMETRES AND MILLIMETRES. 



T 



"'tiiillllhiliiii 



JJ- 



"Htttt 



lllllllll 



iniliii'linil"iiltii.limiiiiilim 



' 111 I I I I I I I I I I I I I i: 



i 



■ I I I I I ! ' ! I 



Mill 



INCHES AND TENTHa 



REDUCTION OF FRENCH TO ENGLISH MEASUREa 



Length. 

1 maiimetre = '03937 inch, or about ^^ inch. 
1 centimetre = "3937 inch. 
1 decimetre =3 "937 inch. 
1 metre=39-37 inch=3-281 ft. =1-0936 yd. 
1 kilometre =1093 '6 yds., or about f mile. 
More accurately, 1 metre =39 "370432 in. 
=3-2808693 a =1-09362311 yd. 



in. 



Area. 

1 sq. millim. = '00155 sc^. i 
1 sq, centim. = '155 sq. in. 
1 sq. decim. =15*5 sq. in. 
1 sq. metre = 1550 sq. in. = 10*764 sq. ft. = 
1-196 sq. yd. 

Volume. 

1 cub. millim. = 000061 cub. in. 

1 cub. centim. = '0610*25 cub. in. 

1 cub. decim. =61*0254 cub. in. 

cub. mctro=61025 cub. in. =35*3156 cub. 

ft. = 1-308 cub. yd. 



The Litre (used for liquids) is the same as 
the cubic decimetre, and is equal to 1*7617 
pint, or '22021 gallon. 

Mass and Weight. 

1 milligramme ='01543 grain. 

1 gramme =15*432 grain. 

1 kilogramme=15432graiiis=2'205 lbs. avoir. 

More accurately, the kilogramme is 

2*20462125 lbs. 

Miscellaneous. 

1 gramme per sq. centim. =2 '0481 lbs. per 

sq. ft. 

1 kilogramme per sq. centim. =14*^ lbs. per 

sq. in. 

1 kilogrammetre=7*2331 foot-pounds. 
1 force de cheval=75 kilogrammetres per 
second, or 542^ foot-pounds per second nearly, 
whereas 1 horse-power (English) =550 foot- 
pounds per secona. 



REDUCTION TO C.G.S. MEASURES. (See page 48.) 
[cm. denotes centimetre (s); gm. denotes gramme(s).] 

Length. 



1 inch =2*54 centimetres, nearly. 

1 foot =30*48 centimetres, nearly. 

1 yard =91*44 centimetres, nearly. 

1 statute mile =100933 centimetres, nearly. 
More accurately, 1 inch =2*5399772 centi- 
metres. 

Area. 

1 sq. inch =6*45 sq. cm., nearly. 
1 sq. foot =929 sq. cm., nearly. 
1 sq. yard =8361 sq. cm., nearly. 
1 sq. mUe =2*69x10^® sq. cm., nearly. 

Volume. 

1 cub. inch =1639 cub. cm., nearly. 
1 cub. foot =23316 cub. cm., nearly. 



1 cub. yard =764535 cub. cm., nearly. 
1 gallon =4541 cub. cm., nearly. 

Mass. 

1 grain = '0648 gramme, nearly. 
1 oz. avoir. =28*35 gramme, nearly. 
1 lb. avoir. =453 6 gramme, nearly. 
1 ton =1 '016 X 10* gramme, nearly 

More accurately, 1 lb. avoir. =453 '59265 gm. 

Velocitt. 

1 mile per hour =44*7.04 cm. per sea 
1 kilometre per hour=27'7 cm. per sec. 

Density. 

1 lb. per cub. foot = '016019 gm. per cub. 

cm. 
62*4 lbs. per cub. ft. =1 gm. per cub. cm. 
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Force (assuming ^ =981). (See p. 48. ) 

Weight of 1 grain = 63 '57 djmes, nearly. 

1 oz. avoir. =278 x 10*dynes,nearly. 
1 lb. avoir. =4*45 x 10*dyne8,nearly. 
1 ton =9 -97 X 108 dynes,nearly. 
1 gi^tne=981 dvnes, nearly. 
1 kilogramme = 9*81 x 10* dynes, 

nearly. 

Work (assuming g = 981). (See p. 48. ) 

I foot-pound =1-356 x 10^ ergs, nearly. 

1 kilogrammetre =9*81 x 10' ergs, nearly. 
Work in a second '\ 

by one theoretical > =7*46 x 10* ergs, nearly, 
"horse." J 



Stress (assuming ^=981). 

1 lb. per sq. ft. =479 dynes per sq. cm., 

nearly. 
1 lb. per sq. inch =6*9x10* dynes per aq. 

cm., nearly. 
1 kilog. per sq. cm. =9*81 x 10* dynes per sq. 

em., nearly. 
760 mm. of mercury at O'C. = 1 '014 x 10« dynes 

per sq. cm., nearly. 
30 inches of mercury at 0* C. = l-0163xlO« 

dynes per sq. cm., nearly. 
1 inch of mercury at 0" C. =:3-388 x 10* dynes 

per sq. cm., nearly. 



TABLE OF CONSTANTS. 

The velocity acquired in falling for one second in vacuo, in any part of Great Britain, is 
about 32*2 feet per second, or 9 '81 metres per second. 

The pressure of one atmosphere, or 760 millimetres (29*922 inches) of mercury, is 1*033 
kilogramme per sq. centimetre, or 14*73 lbs. per square inch. 

The weight of a litre of dry air, at this pressure (at Paris) and 0" C, is 1293 gramme. 

The weight of a cubic centimetre of water is about 1 gramme. 

The weight of a cubic foot of water is about 62* 4 lbs. 

The equivalent of a unit of heat, in gravitation units of energy, is — 

772 for the foot and Fahrenheit degree. 
1390 for the foot and Centigrade degree. 
424 for the metre and Centigrade degree. 
42400 for the centimetre and Centigrade degree. 

In absolute units of energy, the equivalent is — 

41*6 millions for the centimetre and Centigi'a<le degree; 

or 1 gramme-degree is equivalent to 41 'G million erj^s. 
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THERMOMETRY. 



276. Heat — Cold. — The words heat and cold express sensations so 
well known as to need no explanation; but these sensations are 
modified by subjective causes, and do not furnish an invariable cri- 
terion ot objective reality. In fact, we may often see one person 
suffer from heat while another complains of cold. Even for the same 
person the sensations of heat and cold are comparative. A tempera- 
ture of 50° Fahr. suddenly occurring amid the heat of summer pro- 
duces a very decided sensation of cold, whereas the same temperature 
in winter has exactly the opposite effect. We may mention an old 
experiment upon this subject, which is at once simple and instructive. 
If we plunge one hand into water a,t 32° Fahr., and the other into 
water at about 100°; and if after having left them some time in this 
position we immerse them simultaneously in water at 70°, they will 
experience very different sensations. The hand which was foimerly 
in the cold water now experiences a. sensation of heat; that which 
was in the hot water experiences a sensation of cold, though both are 
in the same medium. This plainly shows that the sensations of heat 
and cold are modified by the condition of the observer, and conse- 
quently cannot serve as a sure guide in the study of calorific phe- 
nomena. Recourse must therefore bo had to some more constant 
standard of reference, and such a stajidard is funiished by the ther- 
mometer. 

277. Temperatttre.^If several bodies heated to different degrees are 
placed in presence of each other, an interchange of heat takes place 
between them, by which they undergo modifications of opposite 
kinds; those that are hottest grow cooler, and those that are coldest 
grow warmer; and after a longer or shorter time these inverse phe- 
nomena cease to take place, and the bodies come to a state of mutual 
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equilibrium. They are then said to be at the same temperature. If 
a source of heat is now brought to act upon them, their temi>erature 
is said to riae; if they are left to themselves in a colder medium, they 
all grow cold, and their temperature is said to fall. Two bodies are 
said to have the same temperature if when tkey are placed in contact 
no heat passes from ike one to the other. If when two bodies are 
placed in contact heat passes from one to the other, that which gives 
heat to the other is said to have the higher temperature. Heat 
always tends to pass from bodies of higher to those of lower tem- 
perature. 

278. Expansion. — At the same time that bodies undergo these 
changes in temperature, which may be verified by the different 
impressions which they make upon our organs, they are subjected 
to other modifications which admit of direct measurement, and which 
serve as a means of estimating the changes of temperature themselves. 
These modifications are of different kinds, and we shall have occasion 
to speak of them all in the course of this work; but that which is 
especially used as the basis of thermometric measurement is change of 
volume. In general, when a body is heated, it increases in volume; 
and, on the other hand, when it is cooled its volume diminishes. The 
expansion of bodies under the action of heat may be illustrated by 
the following experiments. 

1. Solid Bodies. — We take a ring through which a metal sphere 




just passes. This latter is heated by holding it over a spirit-lamp, 
and it is found that after this operation it will no longer pass through 
the ring. Its volume has increased. If it is now cooled by immer- 
sion in water, it resumes its former volume, and will again pass 
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through the ring, If, while the sphere was hot, we had heated the 
ring to about the same degree, the ball would still have been able to 
pass, their relative dimensions being unaltered. This little apparatus 
ia called Oravesande'a Ring. 

2. Liquids. — A liquid, as water for instance, is introduced into the 




apparatuEi shown in Fig. Ib2, so as to fill at once the globe and a 
portion of the tube as far as a. The instrument is then immersed in 
a vessel containing hot water, and at first the extremity of the liquid 
column descends for an instant to &; but when the experiment has 
continued for some time, the liquid rises to a point a' at a con- 
siderable height above. This twofold phenomenon is easily explained. 
The globe, which receives the first impression of heat, increases in 
volume before any sensible change can take place in the temperatuj'e 
of the liquid. The liquid cooaequently is unable to fill the entire 
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capacity of the globe and tube up to the original mark, and thus 
the extremity of the liquid column is seen to fall. But the liquid, 
receiving .in its turn the impression of heat, expands also, and as it 
passes the original mark, we may conclude that it not only expands, 
but expands more than the vessel which contains it. 

3. Oases, — The globe in Fig. 183 contains air, which is separated 
from the external air by a small liquid index. We have only to 
warm the globe with the hands and the index will be seen to be 
pushed quickly upwards, thus showing that gases are exceedingly 
expansible. 

279. General Idea of the Thermometer. — Since the volume of a 
body is changed by heat, we may specify its temperature by stating 
its volume. And the body will not only indicate its own tempera- 
ture by this means, it will also exhibit the temperature of the bodies 

by which it is surrounded, and which are in equili- 
briimi of temperature with it. Any body which 
gives quantitative indications of temperature may 
be called a thermometer. 

280. Choice of the Thermometric Substance.— As 
the expansions of different substances are not 
exactly proportional to one another, it is necessary 
to select some one substance or combination of sub- 
stances to furnish a standard; and the standard 
usually adopted is the apparent expansion of mer- 
cury in a graduated glass vessel. The instrument 
which exhibits this expansion is called the mercu- 
rial thermometer. It consists essentially, as shown 
in Fig. 184, of a tube of very small diameter, called 
the stem, terminating in a reservoir which, whatever 
its shape, is usually called the bulb. The reservoir 
and a portion of the tube are filled with mercury. 
If the temperature varies, the level of the liquid 
184-Mercnriai ^^^ ^^c or fall in the tube, and the points at 
which it stands can be identified by means of a 
scale attached .to or engraved on the tube. 

281. Construction of the Mercurial Thermometer. — The construction 
of an accurate mercurial thermometer is an operation of great delicacy, 
and comprises the following processes. 

1. Choice of the Tube, — The first object is to procure a tube of as 
uniform bore as possible. In order to test the uniformity of the 
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I bore, a small column of mercury is introduced into the tube, and the 
■-length which it occupies in difl'erent parts of the tube is measured. 
r K these lengths are not equal, the tube is not of uniform bore. When 
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ts thermometer of great precision is required, the tube is calibrated; 
■"that is, divided into parts of equal volume, by marking upon it the 
I lengths occupied by the column in its diU'erent positions. 

When a suitable tube has been obtained, a reservoir is either blown 




i..i.u,.;ln,J by melting, the foiiu 



.- plirn boing usually 



' at one enu ■ 
preferable. 

2. Introduction of the Merowy. — ^At the upper end of the tube a 
L temporary bulb is blown, and drawn out to a point, at which there ia 
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a small opening. This bulb, and also the permanent bulb, are gently 
heated, and the point is then immersed in a vessel containing mer- 
cury (Fig. 185). The air within the instrument, growing coldj 
diminishes in expansive force, so that a quantity of mercury is forced 
into the temporary bulb by the pressure of the atmosphere. The 
instrument is then set upright, and by alternate heating and cooling 
of the permanent bulb, a large portion of the mercury is caused to 
descend into it from the bulb at the top. The instrument is then 
laid in a sloping position on a special furnace (Fig. 186) till the mer- 
cury boils. The vapour of the boiling mercury drives out the air, 
and when the mercury cools it forma a continuous column, filling 
the permanent bulb and tube. If any bubbles of air are seen, the 
operation of boiling and cooling is repeated until they are expelled. 

3. Determitiation of the Fixed Points. — The instrument, under 
these conditions, and with any scale of equal parts marked on the 
tube, would of course indicate variations o£ temperature, but ' these- 
indications would be arbitrary, and two thermometers so constructed 
would in general give different indications. 

Ip order to insure that the indications of different thermometers 
may be identical, it has been agreed to- 
adopt two standard temperatures, which 
can easily be reproduced and main- 
tained for a considerable time, and to- 
denote them by fixed numbers. These 
two temperatures are the freezing- 
point and boiling-point of water; or to 
speak more strictly, the temperature 
of melting ice, and the temperature 
of the steam given off by water boil- 
ing under average atmospheric pres- 
sure. It has been observed that if the 
thermometer be surrounded with melt- 
ing ice (or melting snow), the mercury,, 
under whatever circumstances the ex- 
periment is performed, invariably stops at the same point, and 
remains stationary there as long as the melting continues. This, 
then is a fixed temperature. On the Centigrade scale it is called 
zero, on Fahrenheit's scale 32°. 

In order to mark this point on a thermometer, it is surrounded by 
melting ice, which is contained in a perforated vessel, so as to allow 
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I the water produced by melting to- escape. When the level of the 
■mercury ceases to vary, a mark ia made on the tube with a fine 
I diamond at the extremity of the mercurial column. This ia frequently 
licalled for brevity the freezing -foimt. 




It has also been ol«ei'veil that if water be made to boil in an open 
metallic vessel, under average atmospheric pressure (76 centimetres, 
or 29*922 inches), and if the thermoitieter be plunged into the ateam, 
the mercury stands at the same point diuing the entire time of 
ebullition, provided that the external pressure does not change. Thia 
second fixed temperature is called 100° in the Centigrade scale {whence 
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the name), and 212'' on Fahrenheit's scale. In order to mark this 
second point on the thermometer, an apparatus is employed which 
was devised by Gay-Lussac, and perfected by Regnault. It consists 
of a copper boiler (Fig. 188) containing water which is raised to 
ebullition by means of a furnace. The steam circulates through a 
double casing, and escapes by a tube near the bottom. The ther- 
mometer is fixed in the interior casing, and when the mercury has 
become stationary, a mark is made at the point at which it stops, 
which denotes what is commonly called for brevity the boiling-point 

A small manometric tube, open at both ends, serves to show, by 
the equality of level of the mercury in its two branches, that the 
ebullition is taking place at a pressure equal to that which prevails 
externally, and consequently that the steam is escaping with suffi- 
cient freedom. It frequently happens that the external pressure is 
not exactly 760 millimetres, in which case the boiling-point should be 
placed a little above or a little below the point at which the mer- 
cury remains stationary, according as the pressure is less or greater 
than this standard pressure. When the difference on either side is 
inconsiderable, the position of the boiling-point may be roughly cal- 
culated by the rule, that a difference of 27 millimetres in the pres- 
sure causes a difference of 1® in the temperature of the steam pro- 
duced. We shall return to this point in Chap, xxxii. 

It now only remains to divide the portion of the instrument between 
the freezing and boiling points into equal parts corresponding to 
aingle degrees, and to continue the division beyond the fixed points. 
Below the zero point are marked the numbers 1, 2, 3, &c. These 
temperatures are expressed with the sign — . Thus the tempera- 
ture of 17® below zero is written — 17®. 

282. Adjustment of the Quantity of Mercury. — In order to avoid 
complicating the above explanation, we have omitted to consider an 
operation of great importance, which should precede those which we 
have just described. This is the determination of the volume which 




Fig. 189. 

must be given to the reservoir, in order that the instrument may have 
the required range. When the reservoir is cylindrical, this is easily 
effected in the following manner. Suppose we wish the thermometer 
to indicate temperatures comprised between — 20® and 130® Cent., so 
that the range is to be 150®; the reservoir is left open at O (Fig. 189), 
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I and is filled through this opening, which is then hermetically sealed. 

The instTument is then immersed in two baths whose temperatures 

differ, say, by 50°, and the mercury rises through a distance m m'. 

, Tliis length, if the quantity of mercury in the reservoir be exactly 

Isufficient, should be the third part of the length of the stem. The 

I quantity of mercury ia the reservoir is always taken too large at 

' first, so that it has only to be reduced, and tlius the 

space traversed by the liquid is afc first too great. 

Suppose it to be equal to |ths of the length of the 

I atem. The degrees will then be too long, in the 

■ ratio I : J— i; that is, the reservoir is ^ of what it 

W should be. We therefore measure ofi^ -f-ths of the 

length of the reservoir, beginning at the end next 

the atem; this distance ia marked by a line, and the 

end is then broken and the mercury suffered to 

escape. The glass Is then melted down to the 

I marked line, and the reservoir is thus brought to 

I the proper dimensions. It only remains to regulate 

I the quantity of mercury admitted, by making it 

I fill the tube at the highest temperature which the 

[ instrument is intended to indicate. 

If the reservoir were spherical, which is a shape 
I generally ill adapted for delicate thermometers, the 
? foregoing process would be inapplicable, and it would 
I be necessary to determine the proper size by trial. 
83. ThermomBtrio Scales. — In the Centigrade 
scale the freezing-point is marked 0", and the boil- 
ing-point 100°. In R&iumur's scale, which is still 
popularly used on the Continent, the freezing-point 
is also marked 0°, but the boiling-point is marked 
Hence, 5 degrees on the former scale are equal 
I to 4 on the latter, and the reduction of temperatures 
[ from one of these scales to the other can be effected 
by multiplying by 4 or -J, 

For example, the temperature 75° Centigrade is the same as 60° 
I H^aumur, since 75x^=G0; and the temperature 36°E^umur is the 
lame as 45° Centigrade, since 36 xi=45. 

The relation between either of these scales and that of Fahrenheit 
8 rather more eomphcated, inasmuch as Fahrenheit's zero is not at 
I freezing-point, but at 32 of his degrees below it. 
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As regards intervals of temperature, 180 degrees Fahrenheit are 
equal to 100 Centigrade, or to 80 E^aumur, and hence, in lower 
terms, 9 degrees Fahrenheit are equal to 5 Centigrade, or to 4 
Reaumur. 

The conversion of temperatures themselves (as distinguished from 
intervals of temperature) will be best explained by a few examples. 

Example 1. To find what temperatures on the other two scales 
are equivalent to the temperature 50® Fahrenheit. 

Subtracting 32, we see that this temperature is 18 Fahrenheit 
degrees above freezing-point, and as this interval is equivalent to 
18 X f , that is 10 Centigrade degrees, or to 18 x ^, that is 8 B^umur 
degrees, the equivalent temperatures are respectively 10® Centigrade 
and 8® Reaumur. 

Example 2. To find the degree on Fahrenheit's scale, which is 
equivalent to the temperature 25° Centigrade. 

An interval of 25 Centigrade degrees is equal to 25 x f, that is 
45 Fahrenheit degrees, and the temperature in question is above 
freezing-point by this amount. The number denoting it on Fahren- 
heit's scale is therefore 32-1-45, that is 77°. 

The rules for the conversion of the three thermometric scales may 
be summed up in the following formulae, in which F, C, and R denote 
equivalent temperatures expressed in degrees of the three scales: — 

r=|C + 82=|R + 32. 

C=iR=t(F-32). 
R=tC=$(F-32). 

It is usual, in stating temperatures, to indicate the scale referred to 
by the abbreviations Fahr., Cent, R4an., or more briefly by the 
initial letters F., C, R. 

284. Displacement of the Zero Point. — A thermometer left to itself 
after being made, gradually undergoes a contraction of the bulb, 
leading to a uniform error of excess in its indications. This pheno- 
menon is attributable to molecular change in the glass, which has, so 
to speak, been tempered in the construction of the instrument, and 
to atmospheric pressure on the exterior of the bulb, which is unre- 
sisted by the internal vacuum. The change is most rapid at first, 
and usually becomes insensible after a year or so, unless the thermo- 
meter is subjected to extreme temperatures. Its total amount is 
usually about half a degree. On account of this change it is advis- 
able not to graduate a thermometer till some time after it has been 
sealed. 
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28fi. Sensihility of the Thermometer, — The power of the instrument 
o detect very small liiffereneos of temperature may be regarded as 
measured by the length o£ the dogr€es, which la proportional to the 
capacity of the bulb directly and to the section of the tube inversely 
' 299). 

Quickness of action, on the other hand, requires that the bulb be 
small in at least one of its dimensions, so that no part of the mercury 
shall be far removed from the exterior, and also that the glass of the 
[bulb be thin. 

Quickness of action is important in measuring temperatures which 
■ary rapidly. It should also be observed that, as the thermometer, 
tin coming to the temperature of any body, necessarily causes an 
linverse change in the temperature of that body, it follows that when 
the mass of the body to be investigated is very small, the thermo- 
meter itself should he of extremely small dimensions, in order that 
it may not cause a sensible variation in the temperature which is ta 
be observed. 

286. Alcohol Thermometer, — In the construction of thermometers, 
other liquids may be introduced instead of mercury; and alcohol is 
I'ery frequently employed for this pnrpose. 

Alcohol has the disadvantage of being slower in its action than 
mercury, on account of its inferior conductivity; but it can be em- 
ployed for lower temperatures than mercury, as the latter congeals 
.t — ^30° Cent. ( — 38° Fahr.), whereas the former has never congealed 
[at any temperature yet attained. 

If an alcohol thermometer is so graduated as to make it agree 
with a mercurial thermometer (which is the usual practice), its 
degrees will not be of equal length, but will become longer as we 
ascend on the scale, If mercury is regarded as expanding equally 
at all temperatures, alcohol must be described as expanding more at 
high than at low temperatures. 

887. Self-registering ThermoraeterB. — It is often important for 
meteorological purposes to have the mean.s of knowing the liighest 
or the lowest temperature that occurs during a given interval. In- 
struments intended for this purpose are called maximum and mini- 
mum thermometers, 

The oldest instrument of this class is Six's (Fig. 191), which is 
at once a maximum and a minimum thermometer. It has a large 
cylindrical bulb C filled with alcohol, which also occupies a portion 
of the tube. The remainder of the tube is partly filled with mercury, 
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wlu<^ occupies a portion of the tube shaped like the letter U, one 
eztreinity of the mercoiial colonm being in contact with the alcohol 
already mentioned, while the other extremii^ is in contact with a 
seccmd colnnm of alcohol; and beyond this there is a small space 
occapied only with air, so as to leave room for the expansion of the 
liqoids. When the alcohol in the bulb ex- 
pands, it pushes the mercurial colonm before 
it, and when it contracts the mercurial 
column follows it. The extreme points 
reached hy the two ends of the mercurial 
colnnm are re^tered by a pair <rf light 
steel indices c, d (shown on an enlarged scale 
at E), which are pushed befOT« the ends of 
the colnnm, and then are held in their places 
hy springs, which are just strong enough to 
prevent slipping, so that the indices do not 
follow the mercury in its retreat One of 
the indices d renters the maximum and the 
other c the minimum temperature which has 
occurred since the instrument was last set. 
The setting consists in bringing the indices 
into contact with the ends of the mercurial 
column, and is usually effected by means of 
magnet. This instrument is now, on 
accoimt of its complexity, little used. It 
possesses, however, the advantages of being 
equally quick (or slow) in its action for 
'^ '"'i^^^.^'^ masimum and minimum temperatures, which 
is an important property when these tem- 
peratures are made the foundation for the computation of the mean 
temperature of the interval, and of being better able than most 
of the self-registering thermometers to bear slight jolts without 
disturbance of tiie indices. 

RutAer/oT^e self -registering thermometers are frequentiy mounted 
bother on one frame, as in Fig. 102, but are nevertheless distinct 
instrumentfi. His minimum thermometer, which is the only mini- 
mum thermometer in general use, has alcohol for its fluid, and is 
always placed with its tube horizontal, or nearly sa In the fluid 
column there is a small index n of glass or enamel, shaped like a 
dumb-belL 
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When contraction occurs, the index, being wetted by tbe liquid, is 
■forced backwards by the contractile force o£ the superficial film which 
forma the extremity of the liquid column (§ 185); but when expanaion 
takes place the index remains stationary in the interior of the liquid. 
Hence the minimum temperature is indicated by the position of the 





forward end of the index. The instrument is set by inclining it so 
as to let the index slide down to the end of the hquid column. 

The only way in which this instrument is liable to derangement, 
is by a portion of the spirit evaporating from the column and becom- 
ing condensed in the end of the tube, which usually terminates in a 

lall bulb. When the portion thus detached is large, or when the 

lumn of spirit becomes broken into detached portions by rougli 
Tiaage in travelling, "let the thermometer be taken in the hand by 
the end farthest from the bulb, raised above the head, and then 
forcibly swung down towards the feet; the object being, on the prin- 
ciple of centrifugal force, to send down the detached portion of spirit 
till it unites with the column, A few throws or swinging strokes 
will generally be sufficient; after which the thermometer should be 
placed in a slanting position, to allow the rest of the spirit still 
ftdliering to the sides of the tube to drain down to the column. But 
another method must be adopted if the portion of spirit in the top of 
the tube fee small. Heat should then be applied slowly and cautiously 
to the end of the tube where the detached portion of spirit is lodged; 
this being turned into vapour by the heat will condense on the sur- 
face of the unbroken column of spirit. Care should be taken that 
the heat ia not too quickly appHed. . . . The best and safest way to 
apply the requisite amount of heat, is to bring tbe end of the tube 
slowly down towards a minute flame from a gas-burner; or if gas ia 
not to be had, a piece of heated metal will serve instead."' 

Rutherford's maxi'mu'm thermometer is a mercurial thermometer 
with the stem placed horizontally, and with a steel index c in the 
tube, outside the mercurial column. When expansion occutf, the 
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index, not being wetted by the liquid, is forced forwards by the con- 
tractile force of the superficial film which forms the extremity of the 
liquid column (§ 185); but when contraction takes place, the index 
remains stationary outside the liquid. Hence the maximum tem- 
perature is indicated by the position of the backward end of the 
index. The instrument is set by bringing the index into contact 
with the end of the liquid column, an operation which is usually 
effected by means of a magnet. 

This thermometer is liable to get out of order after a few years' use, 
by chemical action upon the surface of the index, which causes it to 
become wetted by the mercury, and thus renders the instrument 
useless. 

Phillips' maximum thermometer (invented by Professor Phillips, 
the eminent geologist, and made by Casella) is recommended for use 
in the official iTistructiovs for Taking Meteorological Observatioris, 
drawn up by Sir Henry James for the use of the Boyal Engineers. 
It is a mercurial thermometer not deprived of air. It has an exceed- 
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Fig. 198.— Phillips' Maximum Thermometer. 

ingly fine bore, and the mercurial column is broken by the insertion 
of a small portion of air. The instrument is set by reducing this 
portion of air to the smallest dimensions which it can be made to 
assume, and is placed in a horizontal position. When the mercury 
expands, it pushes forwards this intervening air and the detached 
column of mercury beyond it; but when contraction takes place the 
intervening air expands, and the detached column remains unmoved. 

The detached column is not easily shaken out of its place, and 
when the bore of the tube is made sufficiently narrow the instrument 
may even be used in a vertical position, a property which is often of 
great service. 

In Negretti and Zambra's maximum thermometer (Fig. 194), which 
is employed at the Royal Observatory, Greenwich, there is an 
obstruction in the bent part of the tube, near the bulb, which 
barely leaves room for the mercury to pass when forced up by 
expansion, and is sufficient to prevent it from returning when the 
bulb cools. 
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The objection cliiefly urged against this thermometer is the extreme 
bobilitj of the detached column, which renders it very liable to 






jcidental displacement; but in the hands of a skilful observer this 

I of no moment. Dr. Balfour Stewart (Eltmemtai-y Treatise on 
^eat, p. 20, 21), aays: — '■When used, the stem of this instrument 

mght to be inclined downwards, ... It does not matter if the 
column past the obstruction go down to the bottom of the tube; for 
when the instrument is read, it is gently tilted up until this detached 
column flows back to the obstruction, where it is arrested, 
and the end of the column will then denote the maximujn 
temperature. In resetting the instrument, it is necessary 
to shake the detached column past the obstruction in order 
to fill up the vacancy left by the contraction of the fluid 
after the maximum had been reached." 

Deep-sea and AVell Thermometees. — Self -registering 
thermometers intended for observing at great depths in 
water should be inclosed in an outer case of glass herme- 
tically sealed, the intervening apace being occupied whoUy 
or partly by air, so that the pressure outside may not be 
transmitted to the thermometer, A thermometer not thus 
protected gives too high a reading, because the compres- 
sion of the bulb forces the liquid up the tube. The instru- 
ment represented in Fig. 195 was designed by Sii' Wm. 
Thomson for the Committee on Underground Temperature 
appointed by the British Assodation. A is the protecting 
case, B the Philhpa' thermometer inclosed in it, and sup- 
ported by three pieces of cork ccc. A small quantity of 
spirit 8 occupies the lower part of the case; d ia the air- ^H' 
bubble ehaxacteriatic of Pliillips' thermometer, and serving "^^ 
to separate one portion of the mercurial column from the nionnon'ii 
rest. Id the figure this air-bubble is represented as ex- Protet[«ii 
panded by the descent of the lower portion of mercury, 
while the upper portion remains suspended by adhesion. This in- 
strument has been found to register correctly even imder a pressure 

" " ' ■ ans to the square inch. 
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The use of the spirit s is to bring the bulb more quickly to the 
temperature of the surrounding medium. ' 

Another instrument, designed, like the foregoing, for observations 
in wells and borings, is Walferdin'a viaodmuTn thermometer (Fig. 
196). Its tube terminates above in a fine point opening into a cavity 
of considerable size, which contains a sufficient quantity of 
mercury to cover the point when the instrument is inverted. 
The instrument is set by placing it in this inverted position 
and warming the bulb until the mercury in the stem reaches 
the point and becomes connected with the mercury in the 
cavity. The bulb is then cooled to a temperature lower than 
that which is to be observed; and during the operation of 
cooling, mercury enters the tube so as always to keep it full. 
The instrument is then lowered in the erect position into 
the bore where observations are to be made, and when the 
temperature of the mercury rises a portion of it overflows 
from the tube. To ascertain the maximum temperature 
which has been experienced, the instrument may be im- 
mersed in a bath of known temperature, less than that of 
the boring, and the amount of void space in the upper part 

I of the tube will indicate the excess of the maximum tem- 
perature experienced above that of the bath. 
If the tube is not graduated, the maximum temperature 
can be ascertained by gradually raising the temperature of 
the bath till the tube is just full. 
If the tube is graduated, the graduations can in strictness only 
indicate true degrees for some one standard temperature of setting, 
since the length of a true degree is proportional to the quantity of 
mercury in the bulb and tube; but a difference of a few degrees in 
the temperature of setting is immaterial, since 10° Cent, would only 
alter the length of a degree by about one six-hundredth part. 

288. Thermograph. — A continuous automatic record of the indica- 
tions of a thermometer can be obtained by means of photography, 
and this plan is now adopted at numerous observatories. The fol- 
lowing description relates to the Royal Observatory, Greenwich. A 
sheet of sensitized paper is mounted on a vertical cylinder just behind 
the mercurial column, which is also vertical, and is protected from 
the action of light by a cover of blackened zinc, with the exception 
of a narrow vertical strip just behind the mercurial column. A strong 
beam of light from a lamp or gas flame is concentrated by a cylindric 
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1, BO that if the thermometer were empty of mercury a bright 
irtical line of light would be thrown on tlie paper. As this beam 
: light is intercepted by the mercury in the tube, which for thia 
se ia made broad and flat, only the portion of the paper above 
e top of the mercurial column receives the light, and is photographi- 
cally affected. The cylinder is made to revolve slowly by clock-work, 
and if the mercury stood always at the same height, the boundary 
—between the discoloured and the unaffected parts of the paper would 
straight and horizontal, in consequence of the horizontal motion 
f the paper itself. In reality, the rising and falling of the mercury, 
»mbined with the horizontal motion, of the paper, causes the line of 
separation to be curved or wavy, and the height of the curve above 
a certain datum-line ia a measure of the temperature at each instant 
of the day.^ The whole apparatus is called a thermograph, and ap- 
paratus of a similar character is employed for obtaining a continuous 
photographic record of the indications of the barometer^ and mag- 
netic instruments. 

289. Metallic Thermometers. — Thermometers have sometimes been 
constructed of solid metals. Breguet's thermometer, for example 
(Fig. 197), consists of a helix carrying at its lower end a horizontal 
needle which traverses a dial. The helix is composed of three 
metallic strips, of silver, gold, and platinum, soldered together so as 
to form a single ribbon. The silver, which is the most expansible, is 
placed in the interior of the helix; the platinum, which is the least 
expansible, on the exterior; and the gold serves to connect them. 
When the temperature rises, the helix unwinds and produces a 
deflection of the needle; when the temperature falls, the helix winds 
np and deflects the needle in the opposite direction. 

Fig. 198 represents another dial-thermometer, in which the ther- 

mometric portion is a double strip composed of steel and brass, bent 

into the form of a nearly complete circle, as shown by the dotted 

[Hnes in the figure. One extremity is iixed, the other is jointed to the 



' Strictlj Bpeaking:, the temperatitreB CDiTeBpK>n(ling to the variouB pobita of the corva 

r not raad off by reference to a, single datum-litm, but to a nuinbar of datom-lines which 
t tbe BhsdowB of a. set of horizontal vr'axa Btretchti] noroen the tube of the th«< 
■ at each degree, a broader wire being placed at the decades, and also at 32°, 52°, 

d72°. 

In order to give long degree*, the bolb of the themometer is made ver; large — eight 
inchee long, and '4 of an inch ia internal diameter. — (Orfenicieh Ohitnittiimi, 1847.) 

■ See 3 208. 
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shorfer arm of a lever, whose longer Arm carries a toothed sector. 
This latter works into a pinion, to which the needle is attached. 




It may be remMked that dial-thermometers are very well adapted 
for indicating maximum and rninitnnin temperatures, it being only 
necessary to place on opposite sides of the needle a pair of movable 
indices, which could be pushed in either direction according to the 
variations of temperature. 

Generally speaking, metallic thermometers offer great facilities for 
automatic registration. 

In Secchi'a meteorograph, for example, the temperature is indi- 
cated and registered by the expansion of a long strip of brass (about 
17 metres long) kept constantly stretched by a suitable weight; this 
expansion is rendered sensible by a system of levers connected with 
the tracing point. The thermograph of Hasler and Escher consists 
of a steel and a brass band connected together and rolled into the 
form of a spiral. The movable extremity of the spiral, by acting 
upon a projecting arm, produces rotation of a steel axis which carries 
the tracer. 

290. Pyrometers. — Metallic thermometers can generally be em- 
ployed for measuring higher temperatures than a mercurial ther- 
mometer could bear; but there is great difficulty in constructing any 
instrument to measure temperatures as high as those of furnaces. 
Instruments intended for this purpose are called pyrometers. 

Wedgwood, the famous potter, invented an apparatus of this kind, 
consisting of a gauge for measuring the contraction experienced by 
a piece of baked clay when placed in a furnace; and Brongniart 
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^troduced into the porcelain manufactoi-y at Sevres the instrument 
cepresented in Fig. 199, consisting of an iron bar lying in a. groove 
' I a porcelain slab, with one end abutting 
igainat the bottom of the groove, and the 
iher projecting through the aide of the fur- 

!, where it gave motion to an indicator. 
Neither of these 
' instruments has, how- 
ever, been found to 
furnish consistent iu- 
I dications, and the only instrument that ia now relied on for the 
pmL-asurement of very high temperatures ia the air-thermometer. 

291. Differential Thermometer.^Leslie of Edinburgh invented, in 
the beginning of the present century, the instrument shown in Fig. 
200, for detecting small differences of temperature. A column of 




Fls, 19B. — Brongntart'i Pyromelar. 




wlphuric aciil, colouivd rcl, ^-tiiml^ in tbu two branches of a bent 

[tube, the extremities of which terminate in two equal bulbs contain- 

ir. When both globes are at the same temperature, whatever 

■that temperature may be, the liquid, if the instrument is in order, 

stands at the same height in both branches. This height is marked 

zero on both scales. When there is a difference of temperatui* be- 

f tween them, the expansion of the air in the warmer bulb produces a 
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depression of the liquid on that side and an equal elevation on the 
other side. 

The differential thermometer is an instrument of great sensibility, 
and enabled Leslie to conduct some important investigations on the 
subject of the radiation of heat. It is now, however, superseded by 
the thermo-pile invented by Melloni. This latter instrument will be 
described in another portion of this work. Rumford's thermoscope 
(Fig. 201) is analogous to LesUe's differential thermometer. It differs 
from it in having the horizontal part much longer, and the vertical 
branches shorter. In the horizontal tube is an alcohol index, which, 
when the two globes are at the same temperature, occupies exactly 
the middle. 



CHAPTER XXV. 



SLiTHEltATICS OF EXPANSION. 



898, Bzpansion. Factor of Expanaioa. — Wlien a Ijody expands £rom 
Volume V to volume V+v, the ratio ^ is called the expansion of 
^volv/me or the cubical expansion of the body. 

In like manner if the length, breadth, or thickness of a body in- 
a from L to L + i, the ratio j- is called the linear expanaion. 

The ratio ^y-^ will be called, in this treatise, the factor of cubical 

rpanaion, and the ratio -^ the /actor of Uitear expanaion. In 
[.each case the factor of expansion ia unity plus the expansion. 

Similar definitions apply to expansion of area or superficial expan- 
Jsion; but it is seldom necessary to consider this element in thermal 
(..discussions. 

293. Relation between Linear and Gubioal Expansion. — If a cube, 

Kwhose edge is the unit length, expands equally in all directions, the 

;ngth of each edge will become 1-i-l, where I is the linear expan- 

l^on; and the volume of the cube will become (l + i)^ or 1+3Z+ 

In the case of the thermal expansion of solid 

todies I is always very small, so that P and i* 

■-can be neglected, and the expansion of volume 

is therefore SI; that is to say, the cwbical expan- 

Waion is three titnes the linear eaypaiiaion. This 

I illustrated geometrically by Fig, 202, which ^ig. kh. 

represents a unit cube with a plate of thickness 
I and therefore of volume I applied to each of three faces; the total 
' volume added being therefore Zl. 

Similar reasoning shows that the supei'jlcial ea^xinsion is double 
iiiie linear expansion. 
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These results have been deduced from the supposition of equal 
expansion in all directions. If the expansions of the cube in the 
directions of three conterminous edges be denoted by a, 6, c, the 
angles being supposed to remain right angles, the volume will become 
(l+a)(l+6)(l+c) or 1+a+b+c+ab+ac+bc+abc, which, when 
a, b and c are so small that their products can be neglected, becomes 
1+a+b + c; so that the expansion of volume is the sum of the 
expansions of length, breadth, and thickness. 

294. Variation of Density. — Since the density of a body varies 
inversely as its volume, the density after expansion will be obtained 
by dividiTig the original density by the factor of expansion. In 
fact, if V, D denote the volume and density before, and V, D' after 
expansion, the mass of the body, which remains unchanged, is equal 

D' V 1 

to V D, and also to V D'. We have therefore 5-=y> = jx^, where e 

denotes the expansion of volume, and therefore 1+6 the factor of 
expansion. 

' Since y— is 1— e+e*— e^+&c., it is sensibly equal to 1—6 when e 

is small. We have therefore D'=D(1 —e). 

296. Real and Apparent Expansion. — When the volume of a liquid 
is specified by the number of divisions which it occupies in a gradu- 
ated vessel, it is necessary to take into account the expansion of the 
vessel, if we wish to determine the true expansion of the liquid. 

Let a denote the apparent expansion computed by disregarding 
the expansion of the vessel and attending only to the number of 
divisions occupied. Then if n be the number of divisions occupied 
before, and n' after expansion, we have 

n'=n (1+a). 

Let g denote the real expansion of the containing vessel; then if d 
be the volume of each division before, and d' after expansion, we 
have 

Let m denote the real expansion of the liquid. Then if v denote the 
real volume of the liquid before, and v' after expansion, we have 

t/=v (l + m). 

But since the volume v consists of n parts each having the volume 
d, we have 

v=ndf 

and in like manner 

f/=ndf. 
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SEAL AND APPARENT EXPANSION. 
Substituting for n and <£ in this last equation, we have 

Hence we have 

(l+aMl+?) = l + t>vj 

that is, the factor of real expavmon of the liquid is the prodvAjt of 
the factor of real expaiision of the vessel and the factor of apparent 
eiopaiision. Multiplying out, we have 

and as the term ag, being the product of two small quantities, is 
usually negligible, we have sensibly 

that is, the expansion of the liquid ia the sum of the expansion of 
the glasa and the apparent expansion. 

This investigation is applicable to the mercurial thermometer 
when the capacity of the bulb has been expressed in degrees of the 
stem. 

Similar reasoning applies to the apparent expansion of a bar of 
one metal as measured by means of a graduated bar of a less expan- 
sible metaL The real expansion of the har to he measured will be 
sensibly equal to the sum of the expansion of the measuring bar and 
the apparent expansion. 

In adopting the mercurial thermometer as the standard of tem- 
perature {the tube being graduated into equal parts), we virtually 
adopt the apparent expansion of mercury in glass as our standard of 
uniform expansion. 

296. Physical Meaning of the Degrees of the Mercurial Thermometer. 

Since the stem of a mercurial thermometer is divided into degreea 
of equal capacity, we can express the capacity of the bulb in degrees. 
Let the capacity of the bulb together with as much of the stem aa is 
below the freezing-point be N degreea, and let the interval from 
freezing to boiling point be n degrees; then jj ia the apparent ex- 
pansion of the mercury from freezing to boiling point. When the 
Centigrade acale is employed, this apparent expansion ia ■^, and the 
apparent expansion from zero to t° is sj. Hence the apparent expan- 
sion from zero to (° is j^^ of the apparent expansion from zero to 100'. 
This last statement constitutes the definition of the temperature f 
when the mercurial thermometer ia regarded as the standard. 



J 
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297. Comparability of Mercurial Thermometers. — K two mercurial 
thermometers, each of them constructed so as to have its degrees 
rigorously equal in capacity, agree in their indications at all tem- 
peratures, the above investigation shows that the apparent expan- 
sions of the mercury in the two instruments must be exactly propor- 
tional. But we have shown in § 295 that the apparent expansion a 
is equal to m—gr, m denoting the real expansion of the mercury, and 
g that of the glass. Mercury, being a liquid and an elementary sub- 
stance, can always be obtained in the same condition, so that m will 
have the same value in the two thermometers; but it is diflScult to 
ensure that two specimens of glass shall be exactly alike; hence g 
has different values in diflferent thermometers. The agreement of 
the two thermometers does not, however, require- identity in the 
valves of m—gr, but only proportionality; in other words it requires 
that the fraction 

(where gi and g^ are the values of g for the two instruments) shall 
have the same value at all temperatures. 

The average value of gr is about \ of that of m. In other words 
mercury expands about 7 times as much as glass. 

298. Steadiness of Zero in Spirit Thermometers. — It is obvious 
from § 296 that the volume of a degree can be computed by multi- 
plying the capacity of the bulb by the number which denotes the 
apparent expansion for one degree. Alcohol expands about 6 times 
as much as mercury, and its apparent expansion in glass is about 
7 times that of mercury. Hence with the same size of bulb, the 
degrees of an alcohol thermometer will be about 7 times as large as 
those of a mercurial thermometer, and a contraction of the bulb 
which produces a change of one degree in the reading of a mercurial 
thermometer, would only produce a change of one-seventh of a 
degree in the reading of an alcohol thermometer. This is the reason, 
or at all events one reason, why displacement of the zero point 
(§ 284) is insignificant in spirit thermometers. 

299. Length of a Degree on the Stem. — Since the length of a degree 
upon the stem of a thermometer is equal to the volume of a degree 
divided by the sectional area of the tube, the formula for this length 

is — , where a denotes the apparent expansion for one degree, the 

capacity of the bulb with as much of the stem as is below zero, and 
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f the sectional area of the stem. The value of a for the merLiirial 
' Centigrade thermometer is about g^.- 

300. Weight Thermometer. — In the weight thermometer (Fig. 203) 
the appai'ent expansion of mercury is observed by comparing the 
weight of the mercury which j^asses the zero point with that of the 
mercury which remains below it. The tube is open, and 
its mouth is the zero point. The instrument ia first filled 
with mercury at zero, and is then esposed to the tempera- 
ture which it is required to measure. The mercury which 
overflows is caught and weighed, and the weight of the 
mercurj' which remains in the instniment ia also deter- 
mined — usually by subtracting the weight of the overflow 
from that of the original contents. The weight of the 

iverflow, divided by the weight of what remains, ia equal 
the apparent expansion; for it is the same as the ratio *^- ^^ 
the volume of mercury above the zero point to the moigetor. 
volume below it in an ordinary thermometer. 

In order to measure temperatures in degrees, with this thermo- 
meter, the appai^cnt expansion from 0° to 100° C. must be determined 
once for all and put on record, One hundredth part of this must 
be divided into the apparent expansion observed at the unknown 
temperature f, and the quotient will be (, 

301. Expansion of Oases, — In the case of solids and liquids the 
■expansions produced by heat are usually very small, so that it is not 
linportant to distinguish between the value of y and the value of 
1t+~ ^§ 292). But in the case of gases much larger expansions occur, 

id it is essential to attend to the above distinction. By general 
[agreement, the volume of a gas at zero (Centigrade) is taken as the 
[atandard with which the volume at any otlier temperatui'e is to be 

impared. We shall denote the volume at zero by Vo, and the 
[volume at temperature t° by V,, Then, if the pressure be the same 
A both temperatui'es, we shall write 

'here a is called the mean coefficient of expansion between the 
.temperatures 0° and ('. Experiment has shown that when tempera- 
tures are measured by the mercurial thermometer, graduated in the 
manner which we have abeady described, a is practically the same 
,t all temperatures which he within the range of the mercurial 
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thermometer. In other words, the expansions of gases are sensibly 
proportional to the apparent expansion of mercury in glass. More- 
over, the coefficient a is not only the same for different temperatures, 
but it is also the same for different gases; its value being always 
very approximately 

•00866 or g^- 

By Boyle's law, the product of the volume and pressure of a gas 
remains constant when the temperature is constant. We have been 
supposing the pressure to remain constant, so that the product in 
question is proportional to the volume only. If the volume is kept 
constant the pressure will vary in proportion to l+o^, so that we 
shall have 

P«=Po(l + oO, 

Po and P| denoting the pressures at 0° and <** respectively. If we 
remove all restriction, we have 

(VP),=(VP)o(l + a<), 

where (V P)o, (V P)j denote the products of volume and pressure at 
0** and f respectively. Hence the value of the expression 

VP 

\-Vat 

will be the same for all values of V, P and t Since the mass is 
unchanged, the density D varies inversely as the volume, and there- 
fore 

P 

D(l + oO 

is also constant. 

802. General Definition of Coefficient of Expansion. — If Yq denote 
the volume of any substance at temperature 0** (Centigrade), V, its 
volume under the same pressure at temperature V", and V,^ its volume 
at a higher temperature f °, the mean coejfficient of expansion a be- 
tween the temperatures t and t' is defined by the equation 

Yr-Yt=Yo a {if ^t), 

and the coejfficient of expamsion at the temperatiire ^** is the limit to 
which a approaches as t approaches t\ that is, in the language of 
the differential calculus, it is 

1 ^ 

Vo dt' 

If we make Vq unity, the coefficient of expansion at temperature t 

will be simply 

dY 

dt' 
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303. Observations of Linear Expansion. — Laplace and Lavoisier 
determined the linear expansion of a great number o£ solids by the 
following method. 

The bar AB (Fig. 204) 
whose expansion is to be 
determined, has one end 
fixed at A, while the other 
can move freely, pushing 
before it the lever OE, 
which is movable about the 
point 0, and carries a tele- 
I scope whose line of sight 
is directed to a scale at 
some distance. A displacement B E' corresponds to a considerably 
greater length CC on the scale, the ratio of the former to the latter 
being the same as that of OB to OC. 

The apparatus employed by Laplace and Lavoisier is shown in 
Fig. 205. I'he trough C, in which is laid the bar whose expansion 
I is to be determined, is placed between four massive uprights of hewn 
I stone N. One of the extremities of the bar rests against a fixed bar 
E', firmly joined to two of the uprights; the other extremity, which 
I rests upon a roller to give it greater freedom of movement, pushes 
I the bar B, which produces the rotation of the axis aa'. This axis 
carries with it in its rotation the telescope LL', which is directed to 
the scale. The first step is to surround the bar with melting ice, and 
take a reading through the telescope when the bar is at the tempera- 
ture zero. The temperature of the trough is then raised, and read- 
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inga are taken, which, hy comparison with tlie first, give the increase 
of length. 



Tig. ^Uh— Apj^antni of LiplMis and Lavoisier. 

The following table contains the most i/iiportant results thus ob- 
tained : — 



CUKFFICIKKTB 

Gulii, Paris atanilonl, annculed, O-OODOISISS 
„ „ unumeiileti, D'OOOOISSLS 

Steel not tempeFei!, . , . 0'00001D792 
TemperedHteal reheated to86°, 0*00001 339B 
Silver obtained by eupellalion. 0000019075 
Silver, Paris sCandaid, , . O'DDOOISOSe 

Copper, 0-000017173 

Braao, 0-000018782 

Malacca tin, 0-000019379 

Falmouth tin 0-000021729 



LlKEAB SXFANBION. 

Soft vrroQght iron, , . . 
Bound iron, wire drawn, . 
Eogliah flint-glaaa, . , , 
Crold, prooured by puilng, 

Fktina, 

Lead, 

Frenoh glass nith lend, . 



Forged zi 



D'000012201 
0-0000123fiO 
0000008116 

O'ooooiieso 

O'OOOOOIi'HS 
O'0O0OS84BS 
0-OO0008716 
0-O0O029i!e 



The coefficient of expansion of a metal is not precisely the same 
at all temperatures, but it is sensibly constant from 0° to 100" C. 

A simpler and probably more accurate method of observing expan- 
sions was employed by Hamsden and Roy. It consists in the direct 
observation of the distances moved by the ends of the bar, by means 
of two microscopes furnished with micrometers, the microscopes 
themselves being attached to an apparatus which ia kept at a constant 
temperature by means of ice. 

304. Compensated Pendulum.— The rate of a clock is regulated by 
the motion of its pendulum. Suppose the clock to keep correct time 
at a certain temperature. Then at higher temperatures the pendu- 
lum will be too long and will therefore vibrate too slowly, so that 
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e clock will lose. At lower temperatures, on the other hand, the 
Bdock will gain. To obviate or, at least, diminish this source of 
Ifaregularity, the following methods of compensation are employed. 

1. Harrison's Gridiron Pendulwm. — This consists of four ohlong 
i frames, the uprights of which are alternately of steel F and of brass 




(Fig. 206), so arranged that the bob wiU rLso or fall through a 
distance equal to the difference between the total expansion of 3 
Bteel rods and that of 2 brass rods. As the coefficients of expansion 
of these metals are nearly as 3 to 3, it is possible to make the com- 
pensation nearly exact. 

2, Qraham'e Mercurial Pendv-lwm, — This consists of an iron rod 
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caxrying at its lower end a frame, in which are fixed one or two 
glass cylinders containing mercury. When the temperature rises, 
the lengthening of the rod lowers the centre of gravity and centre 
of oscillation of the whole; but the expansion of the mercury pro- 
duces the contrary effect; and if there is exactly the right quantity 
of mercury the compensation will be nearly perfect. 

305. Force of Expansion of Solids. — The force of expansion is often 
very considerable, being equal to the force necessary to compress the 
body to its original dimensions. Thus, for instance, iron when heated 
from 0° to 100° increases by '0012 of its original length. In order to 
produce a corresponding change of length in a rod an inch square by 
mechanical means, a force of about 15 tons would be required. This 
is accordingly the force necessary to prevent such a rod from ex- 
panding or contracting when heated or cooled through 100°. 

This force has frequently been utilized for bringing in the walls 
of a building when they have settled outwards. For this purpose 
the walls are first tied together by iron rods, which pass through the 
walls, and are furnished at the ends with screws and nuts. All the 
nuts having been tightened against the wall, alternate bars are 
heated; and while they are hot, the nuts upon them, which have 
been thrust away from the wall by the expansion, are screwed home. 
As these bars cool, they draw the walls in and allow the nuts on the 
other bars to be tightened. The same operation is then repeated as 
often as may be necessary. 

Iron cannot with safety be used in structures, unless opportunity 
is given it to expand and contract without doing damage. In laying 
a railway, small spaces must be left between the ends of the rails to 
leave room for expansion; and when sheets of lead or zinc are em- 
ployed for roofing, room must be left for them to overlap. 
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306. Method of Equilibrating Columns. — Most of the methods em- 
ployed for measuring the expansion of liquids depend upon a previous 
knowledge of the expansion of glass, the observation itself consisting 
in a determination of the apparent expansion of the liquid relative 
to glass. There is, however, one method which is not liable to this 
objection, and it has been employed by Dulong and Petit, and after- 
wards by Regnault, for measuring the expansion of mercury — an 
element of great importance for many physical applications. It 
depends upon the hydrostatic principle that ^ ^ 

the heights of two liquid columns which 
produce equal pressures are inversely as 
their densities (§ 146). 

Let A and B (Fig. 209) be two tubes con- 
taining mercury, and communicating with 
each other by a very narrow horizontal 
tube CD at the bottom. If the tempera- 
ture of the liquid be uniform, the mercury 
will stand at the same height in both 
branches; but if one column be kept at 0° 
and the other be heated, their densities will 
be unequal. Let dd he their densities, and 
hh' their heights. Then since their pressures at the bottom are 
equal, we must have 

hd=h' d'. 

But if V and v' denote the volumes of one and the same mass of 
liquid at the two temperatures, we have 

vd=i/d^. 

From these two equations, we have 



c J> 

Fig. 20% 

Principle of Dulong't Method. 
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SO that the expansion of volume is directly given by a comparison of 
the height?. Denoting this expansion liy wi, we shall have 



Strictly speaking, the mercury in this experiment is not in equi- 
librium. There will be two very slow currents through the hori- 
zontal tube, the current from hot to cold being above, and the current 
from cold to hot below. Equilibrium of pressure will exist only at 
the intennediate level — that of the axis of the tube, and it is from 
this level that h and h' should be mea-sured. 

807. The apparatus employed by Dulong and Petit for carrying 
out this method ia represented in Fig. 210. The two upright tubes 




.— AppnraCui of DuIoue and Ft tit 



A, B, and the connecting tube at their base, rest upon a massive 
■ support furni.shed with levelling screws, and with two spirit-levels 
at right angles to each other, for insuring horizontality. The tube 
B is surrounded by a cylinder containing melted ice. The other 
tube A is surrounded by a copper cylinder filled with oil, which is 
heated by a furnace connected with the apparatus. In making an 
observation, the first step is to arrange the apparatus so that, when 
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the oil ia heated to the temperature required, the mercury in the 
tube A may juat be seen above the top of the cylinder, so a,s to ba 
sighted with the telescope of a cathetometer; this may be effected 
by adding or taking away a small quantity of mercury. The ex- 
tremity of the column B i.s next siglted, which gives the difference 
of the heights K and h. The absolute height h is determined by 
means of a fixed reference mark i near the top of the column of 
mercury in the tube B. This reference mark is carried by an iron 
rod surrounded by the ice, and its distance from the axis of the hori- 
zontal connecting tube has been very accurately measured once for 
all. The temperature of the oil is given by the weight thermometer 
(, and Iry the air thermometer r, which latter we shall explain here- 
after. 

By means of this method Dulong and Petit ascertained that the 

\ expansion of mercury is nearly uniform between 0° and 100° C, as 

L «ompared with the indications of an air- thermometer, and that 

ihough its expansion at higher tempci'atures ia more rapid, the differ- 

aice is less marked than in the case of other liquids. They found 

ie mean coefficient of expansion from 0° to 100° to be ^^ ; from 0° 

■ 5^25 ; and from 0" to 300^ ~. 

Regnault, without altering the principle of the apparatus of Dulong 

Petit, introduced several improvements in detail, and added 

jatly to the length of the tubes A and B, thereby rendering the 

itus more sensitive. His results are not very different from 

those of Dulong and Petit, For example, he makes the mean coeffi- 

t from 0' to 100° to be ^ ; from 0° to 200°, ^^-^ ; and from 0° to 

' &s5o" ^*^ experiments show that the mean coefficient from 0° 

0° is 5571, a value almost identical with ^^rr. 

308. Expansion of GlasB.— The expansion of mercury being known, 
1 can find the expansion of any tiud of glass by observing the 
^apparent expansion of mercuiy in a weight thermometer (§ 300) 
nconstructed of this glass, and sulitraeting this apparent expansion 
I from the real expansion of the liquid; or more rigorously, by divid- 
ing the factor of real expansion of the liquid by the factor of ap- 
parent expansion (§ 29.')), we shall obtain the factor of expansion 
of the glass. 
Dulong and Petit found ..^ as the mean value of the coefficient 
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of apparent expansion of mercury in glass, and ^^ as the coefficient 
of real expansion of mercury. The difference of these two fi-actiona 
is approximately gjsQQ, whicli may therefore he taken as the coefficient 
of expansion of glass. It is about one-seventh of the coefficient of 
expansion of mercury, 

309. Expansion of any Liquid. — The expansion of the glass of 
which a thermometer is made being known, we may use the instru- 
ment to measure the expansion of any liquid. For this purpose we 
must measure the capacity of the bulb and find how many divisions 
of the stem it is equal to. We can 
thus determine how many divi- 
sions the liquid occupies at two 
different temperatures, that is, we 
can determine the apparent expan- 
sion of the liquid; and by adding 
to this the expansion of the glass, 
we shall obtain the real expansion 
of the liquid. Or more rigorously, 
we shall obtain the factor of real 
expansion of the liquid by mul- 
tiplying together the factor of ap- 
parent expansion and the factor of 
expansion of the glass. 

M. Pierre has performed an ex- 
tensive series of experiments by 
this method upon a great num- 
ber o£ liquids. The apparatus em- 
£ ployed by him is shown in Fig. 
c^ 211. The thermometer containing 
^~ the given liquid is fixed beside 
''"i'__ _. ^ ,... a mercurial thermometer, which 

,.|. 11 . 1.,,,. . \||, ,;.,!;. marks the temperature. The re- 

servoir and a small part of the 
tube are immer.sfd in the bath contained in the tvUnder below. The 
upper parts of the sterna are inclosed inasecondau.l smaller cylinder, 
the water in which is maintained at a sensibly constant temperature 
indicated by a very delicate thermometer. 

From these experiments it appears that the expansions of liquids 
are in general much greater than those of aoUds; also that their ex- 
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I pansion does not proceed uniformly, as compared with the indications 
f a merciurial thermometer, but increases very perceptibly aa the 
itemperature rises. This is shown by the following table:— 

Volumo M 0*. Volume at lO". Volnme «t 40* . 

Water 1 l-OOOHS 1-007192 

Akoboi I i-oioeai i-OHSsa 

Ether 1 1-015108 1-066863 

Bianlphide of carbon... 1 I'OlISe* I'OlSOOfi 

Wood-apirit 1 ]'012020 1-050509 

310. Other Methods. — Another method of determining the apparent 
I expansion of a liquid, with a view to deducing its real expansion, 
I consists in weighing a giaaa bottle full of the liquid at different 
I temperatures. This is \'irtually employing a weight thermometer. 

A third method consists in observing the loss of weight of a piece 
I of glass when weighed in the liquid at different temperatures. Time 
1 must he given in each case for the gla-ss to take the temperature of 
I the liquid; and when this condition is fulfilled, the factor of expan- 
I fiion will be equal to the. loss of weight at the lower temperature, 
1 divided by the loss of weight at the higher. 

For if the volume of the glass at the lower temperature be called 
I unity, and its volume at the higher temperature 1+^, the mass of 
1 liquid displaced at the lower temperature will he equal to its density 
d, and the mass displaced at the higher temperattire will be the pro- 
duet of 1 +g by the density j— -j, wlere I denotes the expansion of 
the liquid. The losses of weight, expressed in gravitation measure, 
I are therefore 

I and the former of these divided by tbe latter gives rr—, which (§ 295) 
I is the factor of apparent expansion. 

311. Formulaa for the Expansion of Liquids. — As we have men- 
I tioned above, the expansion of liquids does not advance uniformly 
[ with the temperature; whence it follows that the mean coefficient 
Lof expansion will vary according to the limiting temperatures be- 
I tween which it is taken. 

For a great number of liquids, the mean coefficient of expansion 
I may be taken as increasing uniformly with the temperature, If, 
■therefore, A be the expansion from to (, we have 

^^a + 6(, whence i^at + ii*. 
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a and 6 being two constants specifying the expansibility of the given 
liquicL 

For some very expansible liquids two constants are not sufficient, 
and the expansion is represented by the formula 

We subjoin a few instances of this class taken from the work of 
M. Pierre: — 

Alcohol A = 0-0010486 « + 0*0000017510 f» + 0-00000000134518 P 

Ether A = 0-0015132 < + 0-0000023592 f» + 0-000000040051 /» 

Bimlphide of carbon.... A = 0*001 1398 < + 0*0000013707 f* + 0-00000019123 /» 
Bromine A =0*0010382 t + 0-0000017114 £» + 0*0000000054471 P 

812. Maximum Density of Water. — Water, unlike other liquids, 
contracts as its temperature rises from 0° to 4°, at which point its 
volume is a minimum, and therefore its density a maximum. 

The following experiment, which furnishes a means of determining 
the temperature of maximum density, is due to Hope. 

A glass jar is employed, having two lateral openings, one near the 
top and the other near the bottom, which admit two thermometers 
placed horizontally. The jar is filled with water at a temperature 
higher than 4°, and its middle is surrounded with a freezing-mixture. 
The following phenomena will then be observed. 

The lower thermometer descends steadily to 4°, and there remains 
stationary. The upper thermometer at first undergoes very little 
change, but when the lower one has reached the fixed temperature, 
the upper one begins to fall, reaches the temperature of zero, and, 

finally, the water at the surface freezes, if 
the action of the freezing-mixture continues 
for a sufficiently long time. These facts ad- 
mit of a very simple explanation. 

As the water in the middle portion of the 
jar grows colder, its density increases, and 
it sinks to the bottom. This process goes 
on till all the water in the lower part has 
attained the temperature of 4°. But when 
all the water from the centre to the bottom 
has attained this temperature, any further 
cooling of the water in the centre will pro- 
duce no circulation in the lower portion, and 
very little in the upper, until needles of ice are formed. These, being 
lighter than water, rise to the surface, and thus produce a circulation 




Fig. 212. 
Hope's Experiment. 
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which causes the water near the surface to freeze, while that near 
the bottom remains at the temperature of 4°. 

This experiment illustrates what takes place during winter in 
pools of fresh water. The fail of temperature at the surface does 
not extend to the bottom of the pool, where the water, whatever be 
the external temperature, seldom falls helow 4°. This ia a fact of 
great interest, as exemplifying the close connection of natural phe- 
nomena, and the maimer in which they contribute to a common end. 
It is in virtue of this anomaly exhibited by water in its expansion, 
taken in conjunction with the specific hghtness of ice and the low 
conducting power of liquids generally, that the temperatuie at the 
Ixjttom of deep pools remains moderate even dui'ing the severest cold, 
and that the lives of aquatic animals are preserved. 

313. Saline Solutions,— These remarks are not applicable to sea- 
water, wliich contracts as its temperature falls till its freezing-point 
ia attained; this latter being considerably lower than the freezing- 
point of fresh water. 

In the case of saline solutions of different 
strengths, the temperature of maximum den- 
sity falls along with the freezing-point, and 
faUa more rapidly than this latter, so tliat 
for solutions containing more than a certain 
proportion of salt the temperature of maxi- 
j density is Ijelow the freezing-point. In 
Forder to show this experimentally, the solu- 
tion must be placed in such circumstances as 
to remain liquid at a temperature below ife 
ordinary freezing-point. 

314. Apparent Bxpanaion of Water. — Fig. 
l£13 represents an appai'atus for .showing the 
■Hinges of apparent volume of water in a 

[glass vessel. In the centre are two thenuo- 
ineters, one containing alcohol and the other 
The reservoir of the latter is a long 
^iral, surrounding the reservoir of the al- 
tohol thermometer and having much greater 
iapacity. Both reservoirs are contained in a 

metal box, which is at first filled with melting ice. The two instru- 
tnents are so placed that at zero the extremities of the two liquid 
^oohmins are on the same horizontal line. This being the case, if the 
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ice be now removed, and the apparatus left to itself, or if the process 
be accelerated by placing a spirit-lamp below the box, the alcohol will 
immediately be seen to rise, while the water will descend; and the 
two liquids will thus continue to move in opposite directions until a 
temperature of 5° or 6° is attained. From this moment the water 
ceases to descend, and begins to move in the same direction as the 
alcohol. The temperature at which the water thermometer becomes 
stationary is that at which the coeflScient of expansion of water is 
the same as that of glass. The coeflScient of expansion of water is 
zero at 4°, and at temperatures near 4° is approximately 

•000016 (<- 4). 

The average value of the coefficient of expansion of glass is about 

•000027, and by equating these two expressions, we have 

27 

«-4 = jg=l'7 nearly; 

hence the water thermometer will be stationary at the temperature 
5°-7. 

816. Density of Water at Various Temperatures. — The volume, at 
temperatures near 4°, of a quantity of water which would occupy 
unit volume at 4°, is approximately 

1 + -000008 {t - 4)*, 

r 

and the density of water at these temperatures is therefore 

1 - -000008 {t - 4)3, 

the density at 4° being taken as unity. 

The density of water at some other temperatures is given in the 
following table: — 

Temperature. Density. 

O'* -999871 

4'' 1-000000 

8'' -999886 

12'' -999549 

16* -999002 

20** -998269 

50' -9882 

lOO'' -9586 

316. Expansion of Iron and Platinum. — The coefficient of absolute 

expansion of mercury 
being known, that of 
glass is deduced from it 
in the manner already 
indicated (§ 308). Du- 
long and Petit have deduced from it also the coefficients of expan- 




Fig. 214.— Expandon of Iron and Platinum. 
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sion of iron and platinum, these metals not being attacked by mer- 
cury. The method employed is the following. 

The metal in question ia introduced, in the shape of a cylindrical 
bar, into the reservoir of a weight thermometer. Let W be the 
weight of the metal inti'oduced, and D its density at zero. The 
process is the same as in using the weight thermometer; that is, after 
having filled the reservoir with mercury at 0° C, we observe the 
weight w of the metal which issues at a given temperature t The 
volume at 0° C. of the mercury which has issued, is ^, (I being the 
density of mercury at zero; the volume at t" is therefore j (l+mt), 
vn, being the coefficient of expansion of mercury. Thb volume evi- 
dently represents the expansion oi the metal, j^ua that of the 
mercmy, minus that of tlie glass. If then M denote the weight of 
raercuiy that fills the apparatus at 0° C, and if £ be the coe£Gcient 

I of cubical expansion of glass, and x the expansion of unit volume of 
the given metal, we have the equation 
: 



5<>t"<l = H"+J 



-(M)' 



'hence we can find a. 

SVJ. Oonvection of Heat in Liquids, — When difierenfc parts of a 
liquid or gas are heated to difierent temperatures, corresponding 
diiferences of density arise, leading usually to the formation of cur- 
Tents. Tliis phenomenon ia called convection. 

Thus, for instance, if we apply heat to the bottom of a vessel con- 
taining water, the parts immediately subjected to the action of the 
heat expand and rise to the surface; they are replaced by colder 
portions, which in their turn are heated and ascend; and thus a con- 
tinual circulation is maintained. The ascending and descending 
currents can be rendered visible by putting oak sawdust into the 
water. 

318. Heating of Buildings by Hot Water. — This is a simple applica^ 
tion of the principle just stated. One of the most common arrange- 
ments for this purpose is shown in Fig. 215. The boiler C is heated 
by a fire below it, and the products of combustion escape through 
the chimney A B. At the top of the house is a reservoir D, com- 
municating with the boiler by a tube. From this reservoir the 
liquid flows into another reservoir E in the story immediately below, 
thence into another reservoir F, and so on. Finally, the last of these 




reservoirs communicates with the bottom of the boiler. The boiler, 
tubes, and reservoirs are all completely filled witli water, with tbo 
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L'sception of a small space left above in order to give room for the 
expansion of the liquid. An ascending current flows through the 
left-hand tube, and the drculation continues with great regu- 
larity, so long as the temperature of the water in the boiler remains 
constant. 
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EXPANSION OP GASES. 



819. Experimenta of Qay-Lusaac.— Gay-Lussac conducted a series 
of researches on the expansion of gases, the results of which were 
long regarded a^ classical. He employed a thermometer with a large 

. reservoir A, containing the gas to be operated on; an index of mer- 
cury inn separated the gas from the external air, while leaving it 

L full liberty to expand. The gas had previously been dried by pa-ss- 
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r it through a tube containing chloride ul' (.alciuiii, nr some other 

desiccating substance. The thermometer was first placed in a vessel 

filled with melting ice, and when the gas had thus been brought to 

0" C, the tube was so adjusted that the index coincided with the 

[ opening through which the thermometer passed. 

The tube and reservoir having been previously gauged, and the 
I former divided into parts of equal capacity, the apparent volume of 
I tlie gas (expressed in terms of these divisions) is indicated by the 
I position of the index; let the apparent volume ol»erved at 0° C be 
I called n, and let H denote the external pressure as indicated by a 
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barometer. The apparatus is then raised to a known temperature t 
by means of the furnace below the vessel, and the stem of the ther- 
mometer is moved until the index reaches the edge of the opening. 
Let n be the apparent volume of the gas at this new temperature, 
and as the external pressure may have varied, let it be denoted by 
H'. The real volumes of the gas will be as 'n. to n' (1 +gt), where g 
denotes the mean coefficient of expansion of the glass; and the pro- 
ducts of volume and pressure will he as nlEL to n' {1 +gt) H'. Hence 
if a denote the mean coefficient of expansion of the air, we have 

n'H.{l + (U)=n'{l+gt)W; 

from which equation a can be determined. 

By means of this method Gay-Lussac verified the law previously 
announced by Sir Humphrey Davy for air, that the coefficient of 
expansion is independent of the pressure. He also arrived at the 
result that this coefficient is sensibly the same for all gases. He 
found its value for dry air to be '00375. This result, which was for 
a long time the accepted value, is now known to be in excess of the 
truth. Rudberg, a Swedish philosopher, was the first to point out 
the necessity for using greater precautions to insure the absence of 
moisture, which adheres to the glass with great tenacity at the 
lower temperature, and, by going off* into vapour when heated, adds 
to the volume of the air at the higher temperature. He found that 
the last traces of vapour could only be removed by repeatedly ex- 
hausting the vessel with an air-pump when heated, and refilling it 
with dried air. Another weak point in the method employed by 
Gay-Lussac was the shortness of the mercurial index, which, in con- 
junction with the fact that mercury does not come into close contact 
with glass (as proved by the fact of its not wetting it), allowed a 
little leakage in both directions. These imperfections have been 
remedied in later investigations, of which the most elaborate are 
those of Regnault. He employed four distinct methods, of which 
we shall only describe one. 

320. Regnault's Apparatus. — The glass vessel BO (Fig. 217) con- 
taining the air to be experimented on, is connected with the T-shaped 
piece EI, the branch I of which communicates, through desiccating 
tubes, with an air-pump, and is hermetically closed with a blow-pipe 
after the vessel has received its charge of dry air; while the branch 
ED communicates with the top of a mercurial manometer. A mark 
is made at a point b in the capillary portion of the tube, and in every 
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I olsseTTation the mercury in the maaometer is made to reach exactly 
I to this point, either by pouring in more mercury at the top M' of 
»the other tube of the manometer, or by allowing some of the hquid 
I to escape through the cock R at the bottom. The air under experi- 
I mcnt is thus always observed at the same apparent volume, and the 
I observation gives its pressure. The vessel B is inclosed within a 




I boiler, which consists of an inner and an outer shell, with a apace be- 

I Iween them, through which the steam circulates when the water boila. 

In reducing the observations, the portion of the glass vessel within 

§the boiler is regarded as having the temperature of the water in the 

■ boiler, white the portion of the tube external to the boiler is regarded 

■ as having the temperature of the surrounding air. 

In this mode of operating, the volume, or at least the apparent 
^volume, is constant, so that the coefficient a which is determined ia 
tsubstantiaily defined by the equation 

Pl=P, (! + «(). 
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P« and Pf denoting the pressures at constant Tolome. The coefficient 
thus defined should be called the coejfficient of inct'ease of pressure. 
It is often called the ''coefficient of expansion at constant volume,** 
which is a contradiction in terms. 

In another mode of operating Regnault observed the expansicm at 
constant pressure, and thus determined the coeficient of expansion 
properly so called. A small but steady difierence was found between 
the two. If Boyle's law were exact they would be identicaL As a 
matter of fact, the coefficient of increase of pressure was found, in 
the case of air and all gases except hydrogen, to be rather less 
than the coefficient of expansion* In other words, the product of 
volume and pressure at one and the same temperature f" was found 
to be least when the volume was least; a result which accords with 
Kegnault's direct observations on Boyle's law. 

321. Results. — The following table contains the final results for 
the various gases which were submitted to experiment: — 

Coefficient of increase Coefftcient of increase 

of preMure at con- of Tolmne at con- 

stant Tolume. stant pressure. 

Air 0003665 0*003670 

Nitrogen 0003668 

Hydrogen 0003667 0003661 

Carbonic oxide 0*003667 0*003669 

Carbonic acid 0*003688 0*003710 

NitrouB oxide 0*003676 0003720 

Cyanogen 0003829 0*003877 

Stdphurous acid ., 0003845 0*003903 

It will be observed that the largest values of the coefficients belong 
to those gases which are most easily liquefied. 

We may add that the coefficients increase very sensibly with the 
pressure; thus between the pressures of one and of three atmospheres 
the coefficient of expansion of air increases from '00367 to *00369. 
This increase is still more marked in the case of the more liquefiable 
gases. 

822. Beduction to the Fahrenheit Scale. — The coefficient of expan- 
sion of any substance per degree Fahrenheit is |- of the coefficient 
per degree Centigrade; the volume at 32° F. being made the standard 
from which expansions are reckoned, so that if Vq denote the volume 
at this temperature and V the volume at f F., the coefficient of 
expansion o is defined by the equation 

V=Vo {l + a(«-32)[. 
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323. Air-thermometer. — The close agreement between the expan- 
sions of dift'erent gases, and hetween the expansions of the same gas 
at different pressures, is a strong reason for adopting one of these 
bodies as tlie standard substance for the meaaurisment of temperature 
by expansion, rather than any particular liquid. 

Moreover, the expansion of gaaes being nearly twenty times as 
great as that of mercury, the expansion of the containing vessel will 
he less important; the apparent expansion will be nearly the same 
as the real expansion, and differences of quality in the glass will not 
sensibly affect the comparability of different thermometers. 

Air- thermometers have accordingly been often used in delicate 
investigations. They consist, like other thermometers, of a reservoir 
and tube; but the latter, instead of being sealed, is left open. This 
open end. in one form of the in.strument, is pointed downwards, and 
immersed in a liquid, usually mercury, which rises to a greater or 
less distance up the tube as the air in the thermometer contracts or 
expands. As variations of pressTire in the suirounding air will also 
affect the height of this column of liquid, it is necessary to take 
readings of the barometer, and to make use of them in reducing the 
\_ indications of the air-thermometer. Even if the barometer continues 
f, it is still necessary to apply a correction for changes of pres- 
"aure; since tlie difference between the pressure in the air-themio- 
meter and that of the external air is not constant, but is proportional 
to the height of the column of liquid. 

In the form of air-thermometer finally adopted by liegnault, the 

Jr in the instrument was kept at constant (apparent) volume, and 

lits variations of pressure were measured, the apparatus employed 

■ being precisely that which we have described in § 320. 

324. Perfect Qas. — In discussions relating to the molecular consti- 
I tution of gases, the name perfect gas is used to denote a gas which 

■ would exactly fulfil Boyle's law; and molecular theories lead to the 
■conclusion that for all such gases the coefficients of expansion would 
■be equal. Actual gases depart further from these conditions as they 
IVUb more compressed below the volumes which they occupy at atmo- 
Mpheric pressure; and it is probable that when very highly rarefied 
I they approach the state of "perfect gases" verj- closely indeed. 

325. Absolute Temperature by Air-thermometer,— Aiao^/te temper- 
Mature by the air-thermometer is usually defined by the condition 
■fihat the temperature of a given mass of air at constant pressure is 

D be regarded as proportional to its volti/me. If the difference of 
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temperature between the two ordinary fixed points be divided into 
a hundred degrees, as in the ordinary Centigrade thermometer, the 
two fixed points themselves will be called respectively 273° and 373*"; 

since air expands by ^ of its volume at the lower fixed point for 

each degree, and therefore by 273 of this volume for a hundred 

degrees. 

There is some advantage in altering the definition so as to make 
the temperature of a given mass of air at constant volume propor- 
tional to its pressure. The two fixed points will then be 273"* and 
373° as above, and the zero of the scale will be that temperature at 
which the pressure vanishes. 

The advantage of the second form of definition is that it enables 
us to continue our scale down to this point — called absolute zero^ 
without encountering any physical impossibility, such as the concep- 
tion of reducing a finite quantity of air to a mathematical point, 
which would be required according to the first form of definition. 

Practically, "absolute temperatures by air-thermometer" are com- 
puted by adding 273 to ordinary "temperatures by air-thermometer," 
these latter being expressed on the Centigrade scale. We shall employ 
the capital letter T to denote absolute temperature, and the small 
letter t to denote ordinary temperature. We have 

T=273 + «, 

and the general law connecting the volume, pressure, and temperature 

of a gas is 

^ VP 

-m~= constant; 

or, introducing the density D instead of the pressure P, 

P 



DT 



= constant. 



As above explained, these laws, though closely approximate in ordi- 
nary cases, are not absolutely exact. 

326. Pyrometers. — ^The measurement of high temperatures such 
as those of furnaces is very difficult. Instruments for this purpose 
are called pyrometers. One of the best is the air-thermometer em- 
ployed by Deville and Troost, having a bulb of hard porcelain. 

827. Density of Oases. — The absolute density of a gas — that is, its 
mass per unit volume — which is denoted by D in the above formula, 

is proportional, as the formula shows, to ^, and may therefore 
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undergo enormoua variation. In stating the relative density o£ a 
gas as comparad with air, the air and the gas are supposed to be at 
the same pressure and temperature. For purposes of great accuracy 
this prei-sure and temperature must be specified, since, as we have 
seen, there are alight ditferences in the changes produced in different 
gases by the same changes of pressure and temperatm-e. The com- 
parison is generally supposed to be made at the temperature 0° C, 
and at the pressure of one standard atmosphere. 

328. MeaBuremeat of the Belative Density of a Gas, — Tlie densities 
of gases have been the subject of numerous investigations; we shall 
describe only the method employed by Regnault. 

The gas is inclosed in a globe, of about 12 litres capacity (Fig, 218). 

furnished with a stop-cock 

leading to a three-way tube, 

one of whose branches is in 

communication with a ma- 

I Jiometer, and the other with 

a air-pump. The globe is 

Jiausted several times, and 

ich time the gas is dried 

J way to the globe by 

ssing through a number 

of tubes containing pieces j 

of pumice-stone moistened i 

with sulphuric acid. When 

moisture has been re- 

plOVed, the globe is SUr- FIb. aia.-MsBBurementofDBniiiljotGuKS. 

|Kunded with melting ice, 
and is kept full of gas at the pressure of the atmosphere till sufficient 
time has been given for its contents to assume the temperature of 
the melting ice. The stop-cock is then closed, the globe is taken out, 
carefully dried, and allowed to take the temperatui'e of the atmo- 
sphere. It is then weighed with a delicate balance. 

The experiment is repeated, with no change except that by means 

E the air-pump the gas in the globe is reduced to as small a pressure 

a possible. Let this pressure be denoted by k, and the atmospheric 

I in the previous experiment by H. Then the diflerence of 

r (he two weights is the weight of as much gas at temperature 0° and 

a H— A as would fill the globe. Let w denote this difference, 

^and let w' be the difference between two weighings made in the same 
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manner with dry air in the globe at pressures H' and K. Then the 
relative dea^ity of the gas will be 

%f H -k' 

We must now describe a special precaution which was employed by 
K4:;gnault (and still earlier by Dr. Prout) to avoid errors in weighing 
arising from the varying weight of the external air displaced by the 
globe. 

A second globe (Fig. 219) of precisely the same external volume 
as the first, made of the same glass, and closed air-tight, was used as 
a ajunterfK^ise. The equality of external volumes was ensured in 
the following way. The globes were filled with water, hung from 

the two scales of a balance, and equilibrium was 
brought about by putting a sufficient quantity of 
some material into one scale. Both globes, thus 
hanging from the scales in equilibrium, were then 
immersed in water, and if this operation disturbed 
the equilibrium it was known that the external 
volumes were not equal. Let 'p be the weight 
which must be put into one scale to restore equili- 
brium; then this weight of water represents the 
difference of the two external volumes; and the 
next operation was to prepare a small piece of glass 
tube closed at the ends which should lose p when 
weighed in water. The larger of the two globes 
was used for containing the gases to be weighed, and the, smaller 
gloV)0 along with this piece of tube constituted the counterpoise. 
Since the volume of the gas globe was exactly the same as that of 
the counterpoise, the pressure of the external air had no tendency to 
make eitlier preponderate, and variations in the condition of this air, 
whether as regards pressure, temperature, or humidity, had no dis- 
turbing effect. 

829. Absolute Densities. — In order to convert the preceding relative 
determinations into absolute determinations, it is only necessary to 
know the precise internal volume of the globe at the temperature 
0° 0. In order to determine this with the utmost possible exactness 
the following operations were performed. 

The globe was first weighed in air, with its stop-cock open, the 
temperature of the air and the height of the barometer being 
noted. 




Fig. 210. 
Compeniatlng Globe. 
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It was then filled with water, spreial precautions being taken to 
expel every particle o£ air; and was placed for several hours 
in the miikt o£ melting ice, to insure its being filled with water 
at 0° C. 

The stop-cock was then closed, and the globe was left for two 
hours in a room which had a very steady temperature of C. It was 
then weighed in this room, the height of the barometer being at the 
same time observed. The difl'erence between this weight and that 
of the globe before the introduction of the water, was the weight of 
the water minits the weight of the same volume of air, subject to a 
small correction for change of density in the external air between 
the two weighings, which, with the actual heights of the barometer 
and thermometer, was insensible. 

The weight of water at 0° which the globe would bold at 0° was 
therefore known; and hence the weight of water at 4° (tho tempera- 
ture of maximum density) which the globe would hold at 0° was 

Iculated, from the known expansion of water. This weight, in 
raiumea, is equal to the capacity in cubic centimetres. 

The result thus obtained was that the capacity of the globe at 0° 
was 9881 cubic centimetres; and the weight of the dry air which 
filled it at 0° and a pressure of 760™" was 12-778 grammes. Hence 
the weight (or mass) of 1 cubic centimetre of such air is ■00129S2 

s experiment was performed at Paris, where the value of g (the 
ity of gravity) is 980'!)4; and since the density of mercuiy at 

F" is 13'596, the pressure of 76 centimetres of mercury was equiva- 

mtto 

78 X 13'5flB K B80-94 = 10136 x 10' 

s per square centimetre, 
f we divide the density just found by 1 01 3(5, wu obtain the den- 
Y of air at 0° and a pressure of a million dynes per square centi- 
letre, which is a convenient standard for general reference; we have 

■0012Ba2-r- 1 -OlSfl = -0012T59. 

A litre or cubic decimetre contains 1000 cubic centims. Hence 
1 WL-iglit of a litre of air in the standard condition adopted by 

tegnault is r2032 gramme. 
The following table gives the densities of several gases at 0° C, at 

I pressure of 760 millimetres of mercury at Paris. 
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NameofChui. Relative Density. ^^L^^e^ 

Air 1 1-2932 

Oxygen - 1-10563 1-4298 

Hydrogen -06926 -08967 

Nitrogen -97137 1-25615 

Chlorine 2-4216 8*1328 

Carbonic oxide -9569 1*2344 

Carbonic acid 1-62901 1-9774 

Prot<Mride of nitrogen 1-5269 1-9697 

Knoxide of nitrogen 1*0388 1*3434 

Sulphurous acid 2*1930 2*7289 

Cyanogen 1*8064 2*3302 

Marsh-gas -659 '727 

defiant gas -985 ...... 1*274 

Ammonia *5967 7697 

830. Draught of Chimneys. — The expansion of air by heat pro- 
duces the upward current in chimneys, and an approximate expres- 
sion for the velocity of this current may be obtained by the applica- 
tion of Torricelli's theorem on the efflux of fluids from orifices 
(Chap, xxiii.). 

Suppose the chimney to be cylindrical and of height h. Let the 
air within it be at the uniform temperature t' Centigrade, and the 
external air at the uniform temperature t According to Torricelli's 
theorem, the square of the linear velocity of efflux is equal to the 
product of 2gr into the head of fluid, the term head of fluid being 
employed to denote the pressure producing efflux, expressed in terms 
of depth of the fluid. 

In the present case this head is the difference between A, which is 
the height of air within the chimney, and the height which a column 
of the external air of original height h would have if expanded 
upwards, by raising its temperature from t to H, This latter height 

is h rr-^; « denoting the coefficient of expansion '00366; and the 

head is 

. l + of' ^_ ha (e-t) 

th r ~ ^ /€> -— _ . • 

1 + at 1 + at 

Hence, denoting by v the velocity of the current up the chimney, we 
have 

1 + at ' 

This investigation, though it gives a result in excess of the truth, 
from neglecting to take account of friction and eddies, is sufficient to 
explain the principal circumstances on which the strength of draught 
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Kpends. It ahowa that the di^aught increases with the height h of 
e chimney, and also with the diflference t'—t between the internal 

md external temperatures. 
The draught ia not so good when a iire is first lighted as after it 
I been burning for aome time, because a cold chimney chills the 
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within it. On the other hand, if the fir? is so regulated as to 
beep the room at the &ame temperature in all weathers, the draught 
will be strongest when the weather is coldest. 

The opening at the lower end of the chimney should not be too 
wide nor too high above the fire, as the air from the room would then 
enter it in large quantity, without being first warmed by passing 
through the fire. These 

'ects prevailed to a great 
!nt in old chimney a. 
Lumford was the first to 
■Uttempt rational improve- 
ments. He reduced the 
opening of the chimney and 
the depth of the fireplace, 
and added polished plates 
inclined at an angle, which 
serve both to guide the air 
to the fire and to reflect «g. en.— Firopuce wttt Eiuw^r, 

heat into the room (Fig. 220). 

The blower (Fig. 221) produces its well-known effects by compel- 
ling all air to pass through the fire before entering the chimney. 
I at once improves the draught of the cliimney by raising the 




temperature of the air witliin it, and quickens combustion by in- 
creasing the supply of oxygen to the fuel. 

331. StovBB.— The heating of roorna by open fireplaces is effected 
almost entirely by radiation, and much even of the radiant heat is 
wasted. This mode of heating then, though agreeable and healthful, 
is far from economical. Stoves have a great advantage in point of 
economy; for the heat absorbed by tlieir sides is in great measure 
given out to the room, whereas in an ordinary fireplace the greater 
part of this heat is lost. Open fireplaces have, however, .the advan- 
tage as regards ventilation; the laige opening at the foot of the 
chimney, to which the air of the room has free access, causes a large 
body of air from the room to ascend the chinmey, its place being 
supphed by fresh air entering through the chinks of the doors and 
windows, or any other openings which may exist. 

Stoves are also liable to the objection of making the air of the 
room too diy, not, of course, by re- 
moving water, hut by raising the 
temperature of the air too much 
above the dew-point (Chap, xxxiv,). 
The same thing occurs with open 
fireplaces in frosty weather, at 
which time the dew-point ia un- 
usually low. This evil can be re- 
medied by placing a vessel of water 
on the stove. The reason why it is 
more hable to occur with stoves 
than with open fireplaces, is mainly 
that the former raise the air in 
the room to a higher temperature 
than the latter, the defect of air- 
temperature being in the latter case 
compensated by the intensity of the 
direct radiation from the glowing 
fuel. 

i"ire-clay, from its low conduct- 
ing power, ia very serviceable both 
for the hacks of fireplaces and for 
the lining of stoves. In the former 
situation it prevents the wasteful escape of heat backwards into the 
chimney, and keeps the back of the fire nearly an hot as the centre. 
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As a lining to stoves, it impedes the lateral escape of heat, thus 
answering the double purpose of preventing the sides of the stove 
from overheating, and at the same time of keeping up the tempera- 
ture of the fire, and thereby promoting complete combustion. Its use 
must, however, be confined to that portion of the stove which serves 
as the fire-box, as it would otherwise prevent the heat from being 
given out to the apartment. 

The stove represented in Fig. 222^ belongs to the class of what are 
called in France calorifirea, and in England ventilating stoves, being 
constructed with a view to promoting the circulation and renewal of 
the air of the apartment. G is the fire-box, over which is the feeder 
U, containing unbumed fuel, and tightly closed at top by a lid, which 
is removed only when fresh fuel is to be introduced. The ash-pan 
F has a door pierced with holes for admitting air to support com- 
bustion. The flame and smoke issue at the edge of the fire-box, and 
after circulating round the chamber which surrounds the feeder, 
enter the pipe T which leads to the chimney. The chamber is 
surrounded by another inclosure L, through which fresh air passes, 
entering below at A, and escaping into the room through perforations 
in the upper part of the stove as indicated by the arrows. The 
amount of fresh air thus admitted can be regulated by the throttle- 

# 

valve P. 

^ With the exception of the ventilating arrangement, this stove is identical with what is 
known in this country as Walker's self -feeding stove. 
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882. Quantity of Heat. — We have discussed in previous chapters 
the measurement of temperature, and have seen that it is to a great 
extent arbitrary, since intervals of temperature which are equal as 
measured by the expansion of one substance are not equal as mea- 
sured by the expansion of another. 

The measurement of quantities of heat stands upon an entirely 
different footing. There is nothing arbitrary or conventional in 
asserting the equality or inequality of two quantities of heat. 

333. Principles Assumed. — The two following principles may be 
regarded as axiomatic. 

(1) The heat which must be given to a body to raise it through a 
given range of temperature at constant pressure, is equal to that 
which the body gives out in falling through the same range of tem- 
perature under the same pressure. For instance, the heat which 
must be given to a gramme of water, to raise its temperature from 
5° to 10°, is equal to that which is given out from the same water 
when it falls from 10° to 5°. 

(2) In a homogeneous substance equal portions require equal quan- 
tities of heat to raise them from the same initial to the same final 
temperature; so that, for example, the heat required to raise two 
grammes of water from 5° to 10° is double of that which is required 
to raise one gramme of water from 5° to 10°. 

334. Cautions. — We are not entitled to assume that the quantities 
of heat required to raise a given body through equal intervals of 
temperature — for example, from 5° to 10°, and from 95° to 100° — 
are equal. Indeed we have already seen that the equality of two 
intervals of temperature is to a considerable extent a matter of mere 
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invention; temperature being conventionally measured by the 
tjbxpanfiion (real or appai'ent) o£ some selected substance. 

It would, however, be quite possible to adopt a scale of tempera- 

laed on the elevation of temperature of some particular sub- 

Jatance when supplied with heat. "We might, for instance, define a 

•degree (at least between the limits 0° and 100°) as being the elevation 

liof temperature produced in water of any temperature by giving it 

B hundredth part of the heat which would be required to raise it 

from 0° to 100°. 

Experiments which will he described later show that if air or any 

I' of the more permanent gases were selected as the standard substance 

■for thus defining equal intervals of temperature, the scale obtained 

I would be sensibly the same as that of the air-thermometer; and ttu 

agreement is especially close when the gases are in a highly rarefied 

condition. 

336. Unit of Heat.^ — We shall adopt as our unit, in stating quan- 
s of heat, the heat required to raise a gramme of cold water 
through one degree Centigrade. This unit is called, for distinction, 
e gramme degree. The kilogramme-degree and the pound-degree 
B sometimes employed, and are in like manner defined with refer- 
>nee to cold water as the standard substance. 
There is not at present any very precise convention as to the tem- 
l^erature at which the cold water is to be taken. If we say that it 
s to be within a few degrees of the freezing-point, the specification 
a sufficiently accurate for any thermal measurements yet made. 
336, Thermal Capacity. — If a quantity Q of heat given to a body 
s its temperature from t^ to t^, the quotient 



■of the quantity of heat given by the rise of temperature which it 
reduces, is called the mean thermal capacity of the body between 

iperatures (|° and (j°. 

As (j is brought nearer to t^, so as to diminish the denominator, 

the numerator Q will also diminish, and in general very nearly in 

the same proportion. The limit to which the fraction approaches as 

ti ia brought continually closer to t^ is called the thermal capacity of 

[■the body at the temperature t'. That is, in the language of the 

Idiffereutial calculus, the thermal capacity at f is ■J-^. 

From the way in which wo have defined our unit of heat, it fol- 
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lows that the thermal capacity of any quantity of cold water is 
numerically equal to its mass expressed in grammes; and that the 
number which expresses the thermal capacity of any body may be 
regarded as expressing the quantity of water which would receive 
the same rise of temperature as the body from the addition of the 
same quantity of heat. This quantity of water is often called the 
water-equivalent of the body. 

387. Specific Thermal Capacities. — The thermal capacity of unit 
mass of a substance is called the specific heat of the substance; and 
it is always to be understood that the same unit of mass is employed 
for the substance as for the water which is mentioned in the defini- 
tion of the unit of heat. Specific heat is therefore independent of 
units, and merely expresses the ratio of the two quantities of heat, 
which would raise equal masses of the given substance and of cold 
water through the same small difference of temperature. Or we may 
regard it as the ratio of two masses, the first, of cold water, and the 
second of the substance in question, which have the same thermal 
capacity. 

There is another specific .thermal capacity which it is often neces- 
sary to consider, namely, the thermal capacity of unit volume of a 
substance. It has not received any brief name. It is equal to the 
mass of unit volume multiplied by the thermal capacity of unit 
mass; in other words, it is equal to the product of the density and 
the specific heat of the substance. 

It is evident, from what precedes, that the heat required to raise 
m grammes of a substance through t degrees ia Tnst, where s denotes 
the mean specific heat between the initial and the final temperature ; 
and the same expression denotes the quantity of heat which the 
body in question loses in cooling down through t degrees. 

338. Method of Mixtures. — Let ttii grammes of a substance of 
specific heat Si and temperature ^i° be mixed with m^ grammes of a 
substance of specific heat 82 and temperature ^2°> the mixture being 
merely mechanical, so that no heat is generated or absorbed by any 
action between the substances, and all external gain or loss of heat 
being prevented. Then the warmer substance will give heat to the 
colder, until they both come to a common temperature, which we 
will denote by t The warmer substance, which we will suppose to 
be the former, will have cooled down through the range ti—t, and 
will have lost mi8i(ti—t) units of heat. The colder substance will 
have risen through the range t—t2, and will have gained m2S2{t—t2) 
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units of heat. These two expressions represent the same thing, 
namely, the heat given by the warmer body to the colder. We may 
therefore write 

»h»i (^ - <) = mi82 {t - k), W 

that is, 

wii*i<i + m2»j^=(»ii«i+wia*2)^ (2) 

whence 

If there are more than two components in the mixture, similar 
reasoning will still apply; thus, if there are three components, the 
resulting temperature will be 

Strictly speaking, 81 in these formulae denotes the mean specific heat 
of the first substance between the temperatures ti and t, 82 the mean 
specific heat of the second substance between ^ and t, and so on. 

It is not necessary to suppose the two bodies to be literally mixed. 
One of them may be a solid and the other a liquid in which it is 
plunged. The formulae apply whenever bodies at difierent tempera- 
tures are reduced to a common temperature by interchange of heat 
one with another. 

339. Practical Application. — The following is an outline of the 
method*most frequently employed for determining the specific heats 
of solid bodies. 

The body to be tested is rais.ed to a known temperature ^1, and 
then plunged into water of a known temperature ^ contained in a 
thin copper vessel called a calorimeter. If mi be the mass of the 
body, ma that of the water before immersion, and t the final tempera- 
ture, all of which are directly observed, we have 

»h»i(«i-«)=»»3(*-M» (5) 

since 82, the specific heat of the water, may be taken as imity. Hence 
we have 

1=^11^. (6) 

340. Corrections. — The theoretical conditions which are assumed 
in the above calculation, cannot be exactly realized in practice. 

I. The calculation assumes that the only exchange of heat is 
between the body and the water, which is not actually the case; for 

1. The body is often contained in an envelope which cools along 
with it, and thus furnishes part of the heat given up. 
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2. The heat is not given up exclusively to the water, but partly 
to the calorimeter itself, to the thermometer, and to such other 
instruments as may be employed in the experiment, as, for instance, 
a rod to stir the liquid for the purpose of establishing uniformity of 
temperature throughout it. 

In order to take account of these disturbing circumstances, it is 
only necessary to know the thermal capacity of each of the bodies 
which takes part in the exchange of heat. We shall then have such 
an equation as the following: — 

(»ll«l + Ci)(ei-0 = (»lf+Ca + C8 + C4) («-«,), 

m 

where Ci denotes the thermal capacity of the envelope, and C2, C3, C4 are 
the thermal capacities of the calorimeter, thermometer, and stirring rod. 

II. The calorimeter gives out heat to the surrounding air, or takes 
heat from it. This difficulty is often met by contriving that the 
heat gained by the calorimeter from the air in the first part of the 
experiment shall be as nearly as possible equal to that which it loses 
to the air in the latter part. 

This condition will be fulfilled if the average temperature of the 
calorimeter (found by taking the mean of numerous observations at 
equal small intervals of time) is equal to the temperature of the air. 
As the immersed body gives out its heat to the water very rapidly 
at first, and then by degrees more and more slowly, the initial defect 
of temperature must be considerably greater than the final excess, 
to make the compensation exact. 

Instead of attempting exact compensation, some observers have 
determined, by a separate experiment, the rate at which interchange 
of heat takes place between the calorimeter and the air, when there 
is a given difierence of temperature between them. This can be 
observed by filling the calorimeter with water in which a thermo- 
meter is immersed. The rate of interchange is almost exactly pro- 
portional to the difference of temperature between the calorimeter 
and the air, and is independent of the nature of the contents. The 
law of interchange having thus been determined, the temperature of 
the calorimeter must be observed at stated times during the progress 
of the experiment on specific heat; the total heat lost or gained by 
interchange with the air will thus be known, and this total heat 
divided by the total thermal capacity of the calorimeter and its con- 
tents gives a correction, which is to be added to or subtracted from 
t the observed final temperature. 
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341. Begnault'a Apparatus. — The subject of specific heat has been 
investigated with great care by Regnault, wlio employed for Hisi 
purpose an apparatus in which the advantages of convenience and 
precision are combined. The body whose specific heat is required is 
divided into small fragments, which are placed in a cylindrical 
basket G (Fig. 223) of very tine brass wire, in the centre of which 
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a tube of the same material for tlic insertion of a thermometer. 

basket is shown separately in the figiire on a larger scale than 

Le rest of the apparatus. This basket is suspended in the central 

compartment of the steamer ABC, the suspending thread being 

fixed by the cork K, through which the stem of the thermometer 

The steamer consists of three concentric cylinders, the two 

iter compartments being occupied by steam, which is supplied from 

boiler V to the second compartment, and finally escapes from 

outermost compartment through the tube D into a condenser. 

the bottom of the steamer are a pair of slides E which can be 

rWn out when required. 

The steamer rests, by means of a sheet of cork, upon a hollow 
metal vessel M N, consisting of a horizontal portion M and a ver- 
tical portion N, filled with cold water, and serving as a screen 
ir the calorimeter; the horizontal portion, and the cork above it. 
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having a hole in the centre large enough for the basket G to paaa 
through. 

The calorimeter itself, which is shown beneath the steamer in the 
figure, is a vessel of very thin polished brass, resting by three points 
upon a small wooden sled, which runs smoothly along a guiding 
groove. The thermometer for measuring the temperature of the 
water in the calorimeter, is carried by a support attached to the sled. 

The basket, with its contents, is left in the steamer until the 
temperature indicated by the thermometer has been for some time 
stationary. The calorimeter, which, up to this time has been kept 
as far away as it can slide, is then pushed into the position shown 
in the figure, the slides E, which close the bottom of the compart- 
ment in which the basket is, are drawn out; and the cork at the top 
having been loosened, the basket is lowered by its supporting thread 
into the calorimeter, which is immediately slid back to its former 
place. The basket is then moved about in it until the water attains 
its maximum temperature, which is read off on the thermometer. 

To determine the specific heats of liquids, a thin gJ'-ss tube is 
employed instead of the basket. It is nearly filled with he liquid 
and hermetically sealed. 

For solids which are soluble in water, or upon which water has a 
chemical action, some other liquid — oil of turpentine, for example — 
is placed in the calorimeter, instead of water; and the experiment 
is in other respects the same. 

The specific heats of several substances are given in the following 
table: — 



Water, 



Solids. 



Antimony, 
Silver, 
Arsenic, . 
Bismuth, 
Cadmium, 
Charcoal, 
Copper, . 
Diamond, 
Tin, . . 
Iron, . . 
Iodine, . 



Mercury, . . 
Acetic acid, 
Alcohol at 36", 



0-05077 
0-05601 
0-08140 
0-03084 
0-05669 
0-24160 
0-09216 
0-14680 
0-06623 
0-11379 
0-05412 

0-03382 

0-6689 

0-6736 



Liquids. 



. 1-00000 

Brass, 0-09391 

Nickel, 0-10860 

Gold, 0-03244 

Phosphorus, . . . 0-18870 

Platinum 0*03243 

Lead, 0-03140 

Plumbago 0-21800 

Sulphur, 0-20259 

Glass 0-19768 

Zinc, 0-09666 

Ice, 0-5040 

Benzine, 03962 

Ether, 0-5167 

Oil of turpentine, . . 0-4629 




mon 
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342. Great Specific Heat of Water. — This table illustrates the 
'important fact, that, of all substances, water ha? the greatest specific 
heat; that is to say, it absorbs more heat in wanning, and gives out 
more heat in cooling, through a given range of temperature, than an 
[uat weight of any other substance. The quantity of heat which 
a pound of water from 0° to 100° C. would sufiice to raise a 
lund of iron from 0° to about 900° C, that is to a bright red heat; 
^and conversely, a pound of water in cooling from 100° to 0°, gives 
out as much heat aa a pound of iron in cooling from 900° to 0°. This 
property of water is utilized in the heating of buildings by hot water, 
And in other familiar instance'i, such as the bottles of hot water used 
Ror warming beds, and railway foot-warmers. 

I 343, Specific Heats of GaseB. — Regnault made very careful deter- 
minations of the specific heats of air and other gases, by means of 
an appai'atus in which a measured quantity of gas at a known tem- 
perature was passed through a series of spiral tubes surrounded by 
cold water, and finally escaped at a temperature sensibly the same 
as that of the water. The elevation produced in the tempeiuture of 
the water by this process, furnished a measure of the quantity of 
leat given out by the gas in falhng through a known range of tem- 
irature. The gas had sensibly the same pressure on entering as on 
rving tlie calorimeter; the specific heat determined by the experi- 
lents was therefore the specific heat at constant pressvire. This 
iment must be carefully distinguished from the specific heat of a 
at constant volume. The connection between the two will be 
lussed in a later chapter, 
Regnault's experiments established the following conclusions. 
(1) The specific heat of a gas is the same at all pressures; in other 
words, the thermal capacity per unit; volume is directly as the den- 
sity. 

The specific heats of ditferent simple gases are approximately 
1 inverse ratio of their relative densities. 
Let 8 denote the specific heat and d the absolute density of a gas 
a given pressure and temperattire; then this law asserts that the 
iduct sd is the same (approximately) for all simple gases. But 
:e d is the mass of unit volume, sd is the capacity of unit volume. 
: law may therefore be thus expressed: — 

ill BimpU gaaes have approximately t}ie saTne tJicnnal capacity 
v/nit vohi/me, when compared at the same pressure and tempera- 
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(3) The specific heat of a gas is the same at all temperatures, tem- 
perature being measured by the air-thermometer, or by the expansion 
of the gas itself at constant pressure. This is equivalent to the asser- 
tion that if equal quantities of heat he successively added to a gas 
at constant pressure, the volume of the gas will vaat^ease in arith- 
metical progression. We here neglect the slight differences which 
exist between the expansions of different gases, and also their slight 
departures from Boyle's law. 

The specific heat of dry air (at constant pressure) according to 
Regnault is -2375. 

The three laws above stated are also true for the specific heat of 
gases at constant volume. The third law may then be stated in the 
following form: — 

If equal quantities of heat be successively added to a gas at con- 
stant volume, the pressure will increase in arithmetical progression, 

344. Dulong and Petit's Law. — ^According to the modem mole- 
cular theory of gases, all simple gases at the same pressure and tem- 
perature have the same number of atoms per unit volume. The 
mass of an atom of any gas will therefore be proportional to the 
relative density of the gas, and law (2) of last section will reduce 
to the following: — The specific heats of different simple gases are 
inversely as the masses of their atoms. 

The second statement of the same law assumes the following still 
more simple form: — 

An atom of one gas has the same thermal capacity as an atom of 
any other gas. 

What is called in chemistry the atomic weight of an elementary 
substance is proportional to the supposed mass of an atom of the 
substance, and is believed to be proportional to the relative density 
of the substance when reduced to a state of vapour at high tempera- 
ture and low pressure. 

It was remarked by Dulong and Petit that the specific heats of 
elementary substances are for the most part in the inverse ratio 
(approximately) of their atomic weights; or the pi'oduct of specific 
heat and atomic weight is (approximately) constant. The constancy 
is very rough when the specific heats are taken at ordinary tempera- 
tures; but it is probable that at very high temperatures the law 
would be nearly exact. 

346. Ice CalorimeterB. — In the calorimeters above described, the 
beat which a body loses in cooling is measured by the elevation of 
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temperature which it produces in a mass of water. In ice calori- 
meters this heat is measured by the quantity of ice (initially at the 
freezing-point) which it melts. In some- ice calorimeters the water 
produced by melting is collected and weighed; in Bunsen's, the mea- 
surement depends upon the diminution of volume which occurs when 
ice melts. 

346. Method of Cooling. — ^Attempts have sometimes been made 
to compare the specific heats of different substances by means of 
the times which they occupy in cooling through the same range. If 
two exactly similar thin metallic Vessels are filled with two different 
substances, and after being heated to a common temperature are 
allowed to cool in air under the same conditions, the times which 
they occupy in falling to any other common temperature will be 
proportional to the quantities of heat which they emit. Thus, if the 
contents of the vessels be at sensibly the same temperatures as their 
surfaces, we have a direct comparison of the thermal capacities of 
the two substances per unit volume. 

In the case of solid substances, their differences in conducting 
power render the method worthless; but Regnault has found that it 
gives tolerably correct results in the case of liquids. In fact the 
extreme mobility of liquids, combined with their expansion when 
heated, prevents any considerable difference of temperature from 
existing in the same horizontal layer; so that the centre is sensibly 
at the same temperature as the circumference. 
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847. Fusion. — Many solid bodies, when raised to a sufficiently high 
temperature, become liquid. This change of state is called meltvag 
or fusion, and the temperature at which it occurs (called the melting- 
point, or temperature of fusion) is constant for each substance, with 
the exception of the variations — which in ordinary circumstances are 
insignificant — due to differences of pressure (§ 361). The melting- 
points of several substances are given in the following table: — 

Table of MBLTiNo-Foixris, in Dbobbes Centiorade. 



Mercury, -39 

Ice, 

Butter, 33 

liard, 33 

Spermaceti, 49 

Stearine, 55 

YeUowWax, 62 

White Wax, 68 

Stearic Acid, 70 

Phosphorus, 44 

Potassium, 63 

Sodium, 95 

Iodine, 107 

Sulphur, 110 



Tin 230 

Bismuth 562 

Lead, 320 

Zinc, 360 

Antimony, 432 

Bronze, 900 

Pure Silver, 1000 

Copper, 1150 

Coined Gold, 1180 

Pure Gold, 1250 

Cast Iron, 1050 to 1250 

Steel, 1300 to 1400 

Wrought Iron, 1500 to 1600 

Platinum 2000 



Some bodies, such as charcoal, have hitherto resisted all attempts 
to reduce them to the liquid state; but this is to be attributed only 
to the insufficiency of the means which we are able to employ. 

It is probable that, by proper variations of temperature and pres- 
sure, all simple substances, and all compound substances which would 
not be decomposed, could be compelled to assume the three forms, 
solid, liquid, and gaseous. 

The passage from the solid to the liquid state is generally abrupt; 
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it this ia not always the case. Glass, for instance, before reaching 
state of perfect liquefaction, paaaea through a series of intermediate 
stages in which it is of a viscous consistency, and can be easily drawn 
out into exceedingly fine threads, or moulded into different shapes. 

348. Definite Temperature. — When the aohd and liquid forma of a 
substance are present in contact with each other in the same vessel, 
and time is allowed for uniformity of temperature to be established; 

le temperature will be that of the melting-point, and will he quite 
lependent of the relative proportions of sohd and liquid in the 
For example, water and ice, in any proportions, if brought 
a uniform tempei'ature, will be at 0° 0. 

It is sometimes stated that, if heat be apphed to a vessel contain- 
ice and water, the temperature of the contents will remain at 
C. till all the ice is melted; but this statement ia not strictly 
;urate. The portions of the water in contact with the aides and 
;eiving heat from the sides, will he at a somewhat higher tempera- 
ture than the portions in contact with the ice. If, however, the 
application of beat be stopped, and uniformity of temperature be 
established through the whole masa, by stirring or otherwise, the 
temperature of the whole will then he 0° C. 

For each substance that passes, like ice, by a sudden transition, 
from the solid to the liquid state, without an intermediate pasty 
condition, there is one definite temperature at which the solid and 
the liquid forms can' exist in contact under atmospheric pressure. 
This temperature is variously styled the temperature of fusion, the 
iting-'poi/fd, and the freezing-point. 

349. Latent Heat of PnBion. — Although the solid and liquid forms 
if a substance can exist together at the same temperature, the appli- 
cation of heat is requisite for reducing the solid to the liquid form. 
If ice at 0° C. be put into a vessel and placed on the fire, it will be 

luaily melted by tlie heat which it receives from the fire; but at 
ty time during the operation, if we stop the application of heat, 
id stir the contents till uniformity of temperature is established, 
le temperature will be 0° C, as at fii-at. The heat which has been 
received has left its eflect in the shape of the melting of ice, not in 
the shape of rise of temperature. Heat thus spent is usually called 
i( heat, a name introduced by Black, who was the first to investi- 
this subject. A similar absorption of heat without rise of tem- 
,ture occurs when a boiling liquid is converted into vapour, 
ince it is necessary to distinguish between thy Intent heat of fudon 
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and the latent heat of vaporization. The former is often called the 
latent heat of the liquid, and the latter of the vapour. Thus 'we 
speak of the latent heat of water (which becomes latent in the 
melting of ice), and of the latent heat of steam (which becomes latent 
in the vaporization of water). 

The same amount of heat which is absorbed in the conversion of 
the solid into the liquid, is given out when the liquid is converted 
into the solid; and a similar remark applies to the conversion of 
vapour into liquid. 

360. Measurement of Heat of Fusion. — The heat required to convert 
v/nit moss of a substance from the solid to the liquid form is em- 
ployed as the measure of the latent heat of liquefaction of that sub- 
stance. Its amount for several substances is given in the last column' 
of the following table: — 



Substances. 


Melting-point. 


Specific Heats 


Latent Heat of 

Ifnoinn 






In the 


In the 








Solid State. 


Liquid State. 




Ice, 


0** 


•5040 


1^0000 


79^250 


Phosphorus, . 






44-20 


•2000 


•2000 


5^400 


Sulphur, . . 






111 


•2020 


•2340 


9^368 


Bromine, . . 






-7-82 


•0840 


•1670 


16^185 


Tin, .... 






282 


•0560 


•0640 


14^252 


Bismuth, . , 






266 


•0308 


•0363 


12-640 


Lead, . . . 
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•0314 


•0402 


5^369 


Mercury, . , 






-89 


•0319 


•0333 


2^820 



The most accurate determinations of latent heat of fusion have 
been made by a method similar to the "method of mixtures " which 
is employed in the determination of specific heats. 

Let i grammes of ice at 0° be mixed with w grammes of water at 
f, and when all the ice is melted let the temperature of the whole 
be 6°. Then if the specific heat of water at all temperatures between 
0° and f can be taken as unity, we have w{t—d) units of heat lost 
by the w grammes of water, and spent partly in melting the ice, and 
partly in raising the temperature of the water produced by the 
melting from 0° to 6°. Hence if x denote the latent heat of lique- 
faction, we have 

w(t-e)=i{x-{-e); 

whence we find 

tat w+» 
I I 



One gramme of water at between 79° and 80°, or between 79 and 80 
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grammes of water at 1°, will be just enough to melt one gramme of 
ice at 0°; and the final temperature of the whole will in each case 
beO". 

For any other substance, let T° be the melting-point, 8 the specific 

I heat of the substance in the liqmd form, and x the latent heat of 
liquefaction. Then if i grammes of tie aoUd at T° be mixed with w 
||rammes of the liquid at (°, and 6° be the temperature of the whole 
jrhen all the aolid is melted, we have 
^hen 



^hence 

1="?. ((-»)- (S-T), 



^^tal 



In these calculations we have tacitly assumed that no heat is 
gained or lost externally by the substance under examination. Prac- 
tically, it is necessary (as in the determination of specific heats) to 
take account of the thermal capacity of the calorimeter (that is the 

«el in which the substance is contained) and of the heat gained 
lost by the calorimeter to surrounding bodies. For substances 
which have a high melting-point, a ditferent method may be em- 
ployed. The body in the molten state may be inclosed in a small 
thin metal box and immersed in the water of the calorimeter. Let 
m be the mass of the body, T its initial temperature, T its melting- 
point, b' its specific heat in the liquid, and s in the solid state, 8 the 
final temperature of the calorimeter, and x the latent heat of the 
substance, which is required; then the heat lost by the body is 

m/Cr-Tj + mi-t-m^fT-e), 

and this quantity, together with the lieat lost by the envelope must 
be equated to the heat gained by the calorimeter and its original 
contents, subject to a coireotion for radiation which can be deter- 
mined by the ordinary methods. 

Aa regards the two specific heats which enter this equation, 8 the 
specific heat in the solid state may be regarded as known, and s' the 
specific heat in the liquid state can be deduced by combining this 
equation with another of the same kind in which the initial tempera- 
ture is very difi'erent. In tlie case of bodies which, like mercury and 
bromine, are liquid at ordinary temperatures, the specific heat in the 
Bolid state can lie found by a similar but inverse process. 

351. ConseTvatism of Water.— The table in § 350 shows that the 
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heat of fusion is much greater for ice than for any of the other sub- 
stances mentioned. It is 14 times as great as for lead, and 28 times 
as great as for mercury. Ice is, in this sense, the most difficult to 
melt, and water the most difficult to freeze, of all substances; a fact 
which is of great importance in the economy of nature, as tending 
to retard the processes both of freezing and thawing. Even as it is, 
the effects of a sudden thaw are often disastrous; and yet, for every 
particle of ice melted, as much heat is required as would raise the 
water produced through 79° C. or 142° F. 

362. Solution. — The reduction of a body from the solid to the liquid 
state may be effected by other means than by the direct action of 
heat; it may be produced by the action of a liquid. This is what 
occurs when, for instance, a grain of salt or of sugar is placed in 
water; tte body is said to be dissolved in the water. Solution, like 
fusion, is accompanied by the disappearance of heat consequent on 
the change from the solid to the liquid state. For example, by 
rapidly dissolving nitrate of ammonia in water, a fall of from 20° to 
25° C. can be obtained. 

Unlike fusion, it is attached to no definite temperature, but occurs 
with more or less freedom over a wide range. Rise of temperature 
usually favours it; but there are some strongly marked exceptions. 

863. Freezing-mixtures. — The absorption of heat which accom- 
panies the liquefaction of solids is the basis of the action of freezing- 
mixtures. In all such mixtures there is at least one solid ingredient 
which, by the action of the rest, is reduced to the liquid state, thus 
occasioning a fall of temperature proportional to the latent heat of 
its liquefaction. 

The mixture most commonly employed in the laboratory is one of 
snow and salt. There is a double absorption of heat caused by the 
simultaneous melting of the snow and dissolving of the salt. Pro- 
fessor Guthrie has found that the proportions of the two ingredients 
and their initial temperatures may vary between very wide limits 
without affecting the temperature obtained. This definite tempera- 
ture is the freezing-point of a definite compound of salt and water. 
When ordinary sea- water in a vessel is subjected to cold, the ice first 
formed is fresh; and the brine increases in strength by the freezing 
out of the water till it has attained the strength of the definite com- 
pound above-mentioned. Then a change occurs, and the ice formed 
is no longer fresh, but of the same composition as the brine. From 
this point onward until all the brine is frozen the temperature of 




E giving a large surface of contact; and the mould is immersed in 
tithe freezing-mixture (hydrocliloric acid and sulphate of soda) which 
a contained within a metal cylinder mounted on a cradle, the rocking 
B^ which greatly assists the operation. 

3S5. Solidification or Congelation, — All liquids are probably cap- 
able of being solidified; though some of them, for example, alcohol 
and bisulphide of carbon, have never yet been seen in the solid state. 

' Proaedimji of Phgiical SocUli/ of London, Janupjy, 1876, p. 78. 



826 FUSION AND SOLIDIFICATION. 

The temperature of fusion is the highest temperature at which 
congelation can occur, and is frequently called the temperature of 
congelation (or the freezvng-point); but it is possible to preserve 
substances in the liquid state at lower temperatures. Liquids thus 
cooled below their so-called freezing-points have, however, if we may 
so say, a tendency to freeze, which is only kept in check by the diffi,- 
culty of making a cormnencement If freezing once begins, or if 
ever so small a piece of the same substance in the frozen state be 
allowed to come in contact with the liquid, congelation will quickly 
extend until there is none of the liquid left at a temperature below 
that of fusion. The condition of a liquid cooled below its freezing- 
point has been aptly compared to that of a row of bricks set on end 
in such a manner that if the first be overturned, it will cause all the 
rest to fall, each one overturning its successor. 

The contact of its own solid infallibly produces congelation in a 
liquid in this condition, and the same effect may often be produced 
by the contact of some other solid, especially of a crystal, or by giving 
a slight jar to the containing vessel. 

Despretz has cooled water to -20° C. in fine capillary tubes, with- 
out freezing, and Duf our has obtained a similar result by suspending 
globules of water in a liquid of the same specific gravity with which 
it would not mix, this liquid being one which had a very low freez- 
ing-point. 

866. Heat set free in Congelation. — ^At the moment when congela- 
tion takes place, the thermometer immediately rises to the tempera- 
ture of the melting-point. This may be easily shown by experiment. 
A small glass vessel is taken, containing water, in which a mercurial 
thermometer is plunged. By means of a frigorific mixture the tem- 
perature is easily lowered to -10° or -12°, without the water freez- 
ing; a slight shock is then given to the glass, congelation takes place, 
and the mercury rises to 0°. 

The quantity of ice that will be formed when congelation sets in, 
in water which has been cooled below the freezing-point, may be 
computed — very approximately at least — ^in the following way: — 

Suppose we have unit mass of water at the temperature —f, and 
when congelation sets in suppose that it yields a mass x of ice and 
a mass 1 —a? of water, both at 0°. 

To melt this ice and bring the whole mass to the state of water at 
0® would require the addition of 79*25 x units of heat; but to bring 
the whole mass of water from — ^ to 0° would require t units of heat. 
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These two quantities of heat must be the same, eubject to a po^ 
sible correction which will be discussed in the chapter on thermo- 
dynamics. Hence we may write 



Whatever the original quality of water may be, this value of x ex- 
presses the fraction of it which will be converted into ice. 

357. Crystallization.— When the passage from the liquid to the 
solid state is a gradual one, it frequently happens that the molecules 
group themselves in such a manner as to present regular geometric 
forms. This process is called crystallization, and the regular bodies 
thus formed are called crystals. The particular CTystalliue form 
assumed depends upon the substance, and often affords a means of 
recognizing it. The forms, therefore, in which bodiej^ crystallize 
are among their most important characteristics, and are to some 
extent analogous to the shapes of aniuiala and plants in the organic 
world. 

In order to make a body crystallize in solidifying, the following 
lethod is employed. Suppose the given body to be bismuth; the 
first step is to melt it, and then leave it to itself for a time. The 
metal begins to soUdify first at the surface and at the sides, where it 
is most directly exposed to cooling influences from without; accord- 
ingly, when the outer layer of the metal is solidified, the interior is 
still in the hquid state. If the upper crust be now removed, and the 
liquid bismuth poured off, the aides of the vessel will be seen to be 

ivered with a number of beautiful crystals. 

If the metal were allowed to stand too long, the eutire mass would 

icome solid, the different crystals would unite, and no regularity of 
structure would be observable. 

358. Flowers of Ice. — The tendency of ice to assume a crystalline 
form is seen in the fern-leaf patterns which appear on the windows 
io winter, caused by the congealing of moisture on them, and still 
more distinctly in the symmetrical forma of snow-flakes (see Chap. 
xxxiv.). In a block of ice, however, this crystalline structure does 
not show itself, owing to the closeness with which the crystals fit 
into each other, so that a mass of this substance appears almost com- 
.pletely aTHorphoua. Tyndall, however, in a very interesting experi- 

lent, has succeeded in gradually decryataUisivg ice, if we may use 

expression, and thus exhibiting the crystalline elements of which 

is composed. The experiment consists in causing a pencil of solar 
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rays to fall perpendicular to the surfaces of congelation on a shert of 

Ice, such as is na- 
turally formed up- 
on the surface of 
water in winter. 
A lens placed be- 
hind the ice (Fig. 
225) serves to pro- 
ject upon a screen 
the image of what 
is found in the in- 
terior of the hlodc 
The successive ap- 
pearances observ- 
ed upon the screen 
are shown in Fig. 
226. A smaU lu- 
minous circle is 
first seen, from 
which branch out 
rays, resembling 
the petals of a 
flower whose pistil 
is the circle. Fre- 
quent changes also 
occur in the shape 
of the branches 
themselves, which 
are often cut so as 
to resemble fern- 
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leaves, like those seen upon the windows during frast. In this 
experiment, the solar heat, instead of Tiniformly melting the mass of 
ice, which it would certainly do if the mass were amorphous, acta 
successively upon the different crystals of which it ia built up, affect- 
ing them in the reverse order of their formation. There are thus 
produced a number of spaces of regular shape, containing water, 
and producing comparatively dark images upon the screen. In the 
centre of each there is generally a bright spot, which corresponds 
to an empty apace, depending on the fact that the water occupies a 
smaller volume than the ice from which it has been produced. 

359. Snpersaturation. — The proportion of sohd matter which a 
liquid can hold in solution varies according to the temperature; and 
as a general rule, though not by any means in all cases, it increases 
as the temperature rises. Hence it follows, that if a saturated solu- 
tion be left to itseif, the effect of evaporation or cooling will he 
gradually to diminish the quantity of matter which can be held in 
solution. A portion of the dissolved substance will accordingly pass 
into the sohd state, assuming generally a crystalline form. This is 
an exceedingly com- ^ 

mon method of ob- x^ 

taining crystals, and 
ia known as the hu- 
mid tvay. 

In connection with 
this process a pheno- 
menon occurs which 
is precisely analogous 
to the cooling of a 
liquid helow its freez- 
ing-point. It may be 
exemplified by the 
following experiment. 
A tube drawn out 
at one end (Fig. 227) 
is filled with a warm 
concentrated solution 
of sulphate of soda 
The solution is boiled, 
and while ebullition is proceeding freely, the tube is hermetically 
; by this means the tube is exhausted of air. The solution when 




Sulphate of SodL 
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left to itself cools witiiout tlie solid being precipitated, aJthough the 
liquid ia supersaturated. But if the end of the tube be broken off, 
and the air allowed to enter, crystallization immediately commences 
at the surface, and is quickly propagated through the whole length 
of the tube; at the same time, as we should expect, a considerable 
rise of temperature is observed. If the phenomenon does not at once 
occur on the admission of the air, it can be produced with certainty 
by throwing a small piece of the solid sulphate into the solution. 

360. Change of Volame at the Moment of Congelation. Sxpansive 
Force of Ice. — In passing from the liquid to the solid state, bodies 
generally undergo a diminution of volume; there are, however, 
exceptions, such as ice, bismuth, and cast-iron. It ia this property 
which renders this latter substance so well adapted for the purpoaea 
of moulding, aa it enables the metal to penetrate completely into 



every part of the mould. The expansion of ice is considerable, 
amounting to about ■^■, its production is attended by enormous 



#A , 






mechanical force, just as in the analogous case ot expansion bj heat. 
Its effect in bursting water-pipea 11 well known The following 
experiment illustrates this expansi\e force A tube of forged iron 
(Fig. 228) is filled with water, and tightly closed b-\ a screw stopper. 
The tube is then surrounded with a freezing-mixture of snow and 
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salt. After aome time the water congeals, a loud report is often 
heard, and the tube ia found to he rent. 

The following experiment, performed hy Major Williams at Quebec, 
Btill more striking. He filled a 12-iiieh shell with watur and closed 
with a wooden stopper, driven in with a mallet. The shell was 
Lcn exposed to the air, the temperature being —28° C. (—18° F.). 
le water froze, and the hung was projected to a distance of more 
than 100 yards, while a cylinder of ice of about 8 inches in length 
was protruded from the hole. In another experiment the shell split 
in halves, and a sheet of ice issued from the rent (I'ig- 229). 

It is the expansion and consequent lightness of ice which enables 
it to float upon the atirface of water, and thus afford a protection t« 
animal life below. 

361. Effect of Pressure on the Melting-point. — Professor James 
Thomson was led hj theoretical considerations to the conclusion that, 
in the case of a substance which, like water, expands in sohdifying, 
the freezing (or melting) point must of necessity be lowered by pres- 
sure, and that a mixture of ice and ice-cold water would fall in 
temperature on the application of pressure. His reasoning^ consisted 
in showing that it would otherwise he possible (theoretically at least) 
construct a machine which should he a perpetual source of work 
ithout supply; that is, what is commonly called a perpetual motion. 
The matter was shortly afterwards put to the test of experiment 
by Professor (now Sir) W. Thomson, who compressed, in an (Ersted's 
piezometer, a mixture of ice and water, in which was inserted a very 
delicate thermometer protected from pressure in the same manner 
the instrument represented in Fig. 195 (§ 287). The therniometer 
lowed a regular fall of temperature as pressure was applied, followed 
a return to 0° C, on removing the pressure. Pressures of 8'1 and 
l6'8 atmospheres (in excess of atmospheric pressure) lowered the 
lezing-point by -106 and '232 of a degree Fahr. respectively as in- 
dicated by the thermometer, results which agree almost exactly with 
Prof. J. Thomson's prediction of '0070 of a degree Cent., or 'OlSo of 
a degree Fahr, per atmosphere. 

has since succeeded in reducing the melting-point several 
■ees by means of enormous pressure. He employed two forms of 
■atua, by the first of which he melted ice at the temperature 
i5° C., and kept the water thus produced for a considerable time 

mmctinni Roi/ol Sonttg, Ediiibwgh. January, Ihi^.—Catiibridgc and Dublin 
'ath. Journal. November, 1860. 
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at this temperature. This apparatus had windows (consisting of 
blocks of glass) in its sides, through which the melting of the ice 

was seen. His second form of apparatus, which bore 
a general resemblance to the first, is represented in the 
annexed figure. It consisted of a steel prism with a 
cylindrical bore, having one of its extremities closed 
by a conical stopper strongly screwed in, the rest of 
the bore being traversed by a screw-piston of steel. 
The apparatus was inverted, and nearly filled with 
Fig. 230. water recently boiled, into which a piece of copper was 
Mouason's dropped, to serve as an index. The apparatus, still 

Apparatus. ^\ , • ii • x j -.» j j -l 

remainmg in the inverted position, was surrounded by 
a freezing-mixture, by means of which the water was reduced to ice 
at the temperature of — 18° C. The stopper was then screwed into 
its place, and the apparatus placed in the erect position. The piston 
was then screwed down upon the ice with great force, the pressure 
exerted being estimated in some of the experiments at several thou- 
sand atmospheres. The pressure was then relaxed, and, on removing 
the stopper, the copper index was found to have fallen to the bottom 
of the bore, showing that the ice had been liquefied. 

Experiments conducted by Bunsen and Hopkins have shown that 
wax, spermaceti, sulphur, stearin, and paraffin — substances which, 
unlike ice, expand in melting — have their melting points raised by 
pressure, a result which had been predicted by Professor W. 
Thomson. 

362. Effect of Stress in general upon Melting and Solution. — In 
the experiments above described, the pressure applied was hydro- 
statical, and was therefore equal in all directions. But a solid may 
be exposed to pressure in one direction only, or to pull in one or more 
directions, or it may be subjected to shearing, twisting, or bending 
forces, all these being included under the general name of stress. 

Reasoning, based on the general laws of energy, leads to the con- 
clusion that stress of any kind other than hydrostatic, applied to a 
solid, must lower its melting-point. To quote Professor J. Thomson 
(Proc, Roy, Soc, Dec. 1861), "Any stresses whatever, tending to change 
the form of a piece of ice in ice-cold water, must impart to the ice a 
tendency to melt away, and to give out its cold, which will tend to 
generate, from the surrounding water, an equivalent quantity of ice 
free from the applied stresses," and "stresses tending to change the 
form of any crystals in the saturated solutions from which they have 
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in crystallized must give them a tendenq' to dissolve away, and 
generate, in substitution for themselves, other crystals free from 
the applied stresses or any equivalent stresses."^ This conclusion he 
verified by experiments on crj-stals of common salt. He at the same 
time suggested, as an important subject for investigation, the effect 
of hydrostatic pressure on the crystallization of solutions, a subject 
which was afterwards taken up experimentally by Sorby, who ob- 
tained effects analogous to those above indicated as occurring in con- 
nection with the melting of ice and was. 

363. Bottomley's Experiment. — Mr. J. T. Eottomley has devised an 
instructive experiment on the effect of applying stress to ice. A 
block of ice is placed on two supports with a little space between 
them, and a stout copper wire with heavy weights at its two ends is 
slung across it. The wire gradually makes its way tlirough the 
block — occupying, perhaps, an hour or two in its passage^and at 
last drops upon the floor; but the block is not cut in two; the cut 
which the wire makes is filled up by the formation of fresh ice as 
faat as the wire advances. The pressure of the wire lowers the 
melting-point of the ice in front, and causes it to melt at this lowered 
melting-point. The wire itself acquires, by contact with the melting 
ice, a temperature below zero, and the escaping water freezes at the 
back of the wire, 

364. Regelation of Ice. — Faraday in 1850 called attention to the 
fact that pieces of moist ice placed in contact with one another will 
freeze together even in a warm atmosphere. This phenomenon, to 
which Tyndall has given the name of regelation, admits of ready 
explanation by the principles just enunciated. Capillary action at 
tlie boundaries of the film of water which connects the pieces placed 
in contact, produces an effect equivalent to attraction between them, 
just as two plates of clean glass with a film of water between them 
seem to adhere. Ice being wetted by water, the boundary of the 
connecting film is concave, and this concavity implies a diminution 
of pressure in the interior. Tlie film., therefore, exerte upon the ice 

pressure less than atmospheric; and as the remote sides of the 



Professor Tbomeon <irawB these inferencea from tbe foUowing priaclple, which appears 
If any BubBtanco or syatem of siibstOiiiceB be in a condition in which it U free 
state [as ice, for example, in contact with water at 0° O., is free to melt], and 
if mechanical forces be applied to It in such a wsj that the occurrence of the change of 
state will make it lose tbe potential energy due to these forcea withont receiving other 
potcntiAl energj as an equivalent; then the stibatance or aystem will [lass into theohaoged 
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blocks are exposed to atmospheric pressure, there is a resultant force 
urging them together and producing stress at the small surface of 
contact. Melting of the ice therefore occurs at the places of contact, 
and the cold thus evolved freezes the adjacent portions of the water 
film, which, being at less than atmospheric pressure, will begin to 
freeze at a temperature a little above the ordinary freezing-point. 

As regards the amount of the force urging the pieces together, if 
two flat pieces of ice be supported with their faces vertical, and if 
they be united by a film from whose lower edge water trickles away, 
the hydrostatic pressure at any point within this film is less than 
atmospheric by an amount represented, in weight of water, by the 
height of this point above the part from which water trickles. If, 
for simplicity, we suppose the film circular, the plates will be pressed 
together with a force equal to the weight of a cylinder of water 
whose base is the film and whose height is the radius. 

365. Apparent Plasticity of Ice. Motion of Glaciers. — ^A glacier 
may be described in general terms as a mass of ice deriving its 
origin from mountain snows, and extending from the snow-fields 
along channels in the mountain sides to the valleys beneath. 

The first accurate observations on the movements of glaciers were 
made in 1842, by the late Professor (afterwards Principal) J. D. 
Forbes, who established the fact that glaciers descend along their 
beds with a motion resembling that of a pailful of mortar poured 
into a sloping trough; the surface moving faster than the bottom 
and the centre faster than the sides. He summed up his view by 
saying, "A glacier is an imperfect fluid, or a viscous body which is 
urged down slopes of a certain inclination by the mutual pressure of 
its parts." 

This apparent viscosity is explained by the principles of § 362. 
According to these principles the ice should melt away at the places 
where stress is most severe, an equivalent quantity of ice being 
formed elsewhere. The ice would thus gradually yield to the ap- 
plied forces, and migHt be moulded into new forms, without undergoing 
rupture. Breaches of continuity might be produced in places where 
the stress consisted mainly of a pull, for the pull would lower the 
freezing-point, and thus indirectly as well as directly tend to produce 
ruptures, in the form of fissures transverse to the direction of most 
intense pull. The effect of compression in any direction would, on 
the other hand, be, not to crack the ice, but to melt a portion of its 
interior suflScient to relieve the pressure in the particular part affected. 
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and to transfer the excess of material to neighbouring paits, which 
must in their turn give way in the same gradual manner. 

In connection with this explanation it is to he ofoserved that the 
temperature of a glacier is always about 0° C, and that its structure 
is eminently porous and permeated with ice-cold water. These are 
conditions eminently favourable (the former, but not the latter, being 
essential) to the production of changes of form depending on the 
lowering of the melting-point by stresses. 

This explanation is due to Professor J. Thomson^ (Bntisk Aaaoci- 
tion Repwt, 1857). Professor Tyndall had previously attempted to 
account for the phenomena of glacier motion by supposing that the 
ice is fractured by the forces to which it is subjected, and that the 
broken pieces, after being pushed into their new positions, are united 
by regelation In support of this view he performed several very 
interesting and novel experiments on the moulding of ice by pr&s- 




such as striking mmlfiia ui luu imUi u die, and producing a clear 
transparent cake of ice by powerfully compressing broken pieces in 
a boxwood mould (Fig. 231). 

Interesting experiments on the plasticity of ice may fae performed 
by tilling an iron shell with water and placing it in a freezing- mix- 
ture, leaving the aperture open. As the water freezes, a cylinder 
ice will be gradually protruded. This experiment is due to Mr. 



should be objected tiiut the lowering of the melting-point by itreaa is too insignl- 

Qcuit to produce the rut effects liere attributed to it^ the uuwer is that, when ice aud 

wnter are present together, the dligbteat difference ia sufficient to determiDS which purtiou 

of the water shall freeze, or which portion of the ice shall melt. In default oE ■ more 

iwerfol came, those portiona of ice whieb are tD'oat streued will melt fint. 
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Christie. Frincipal Forbes obtained a similar result by using a very 
strong glass jar; and by smearing the interior, just below the neck, 
with colouring matter, he demonstrated that the external layer of 
ice which was first formed, slid along the glass as the freezing pro- 
ceeded, until it was at length protruded beyond the mouth. 

In the experiments of Major Williams, described in § 360, it is pro- 
bable that much of the water remained unfrozen until its pressure 
was relieved by the bursting of the shells. 
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. Tranafonnation into the State of Vapour. — The majority of 
liquids, when left to themselves in. contact with the atmosphere, 
graduaily pass into the state of vapour and disappear, This pheno- 
_ jnenon occurs much more rapidly with some liquids than with others, 
aid those which evaporate most readily are said to be the moat 
olatile. Thus, if a drop of ether Le let fall upon any substance, it 
isappears almost instantaneously; alcohol also evaporates very 
quickly, but water requires a much longer time for a similar trana- 
formation. The change is in all cases accelerated by an increase of 
■temperature; in fact, when we dry a body before the fire, we are 
mply availing oui-selves of this property of heat to hasten the 
kvaporation of the moisture of the body. Evaporation may also 
take place from solids. Thus camphor, iodine, and several other 
substances pass directly from the solid to the gaseous state, and we 
shall see hereafter that the vapoiu: of ice can be detected at tem- 
peratures far below the freezing-poiat. 

Evaporation, unlike fusion, occurs over a very wide range of tem- 
perature. There appears, however, to be a temperature for each 
substance, below which evaporation, if it exist at all, is insensible to 
ordinary testa. This is the case with mercury at 0° C, and with 
sulphuric acid at ordinary atmospheric temperatures, 

367. Vapour, Qas. — The words gas and vapovr have no essential 
difference of meaning. A vapour is the gas into which a liquid is 
changed by evaporation. Every gas is probably the vapour of a 
liquid. The word vapour is especially applied to the gaseous con- 
dition of bodies which are usually naet with in the liquid or solid 
state, as water, sulphur, fcc.; while the word gas generally denotes a 
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body which, under ordinary conditions, is never found in any state 
but the gaseous. 

868. Pressure of Vapours. Maximum Pressure and Density. — ^The 
characteristic property of gases is the elastic force ^ with which they 
tend to expand. This may be exemplified in the case of vapours by 
the following experiment. 

A glass globe A (Fig. 232) is fitted with a metal cap provided with 
two openings, one of which can be made to communicate with a 
mercurial manometer, while the other is furnished with a stop-cock R. 
The globe is first exhausted of air by establishing communication 
through R with an air-pump. The mercury rises in the left-hand 
and falls in the right-hand branch of the manometer; the final dif- 
ference of level in the two branches difiering from the height of the 
barometer only by the very small quantity representing the pressure 
of the air left behind by the machine. The stop-cock R is then 
closed, and a second stop-cock R' surmounted by a funnel is fixed 
above it. The hole in this second stop-cock, instead of going quite 
through the metal, extends only half-way, so as merely to form a 
cavity. This cavity serves to introduce a liquid into the globe, 
without any communication taking place between the globe and the 
external air. For this purpose we have only to fill the funnel with 
a liquid, to open the cock R, and to turn that at R' backwards and 
forwards several times. It will be found that after the introduction 
of a small quantity of liquid into the globe, the mercurial column 
begins to descend in the left branch of the manometer, thus in- 
dicating an increase of elastic force. This elastic force goes on in- 
creasing as a greater quantity of liquid is introduced into the globe; 
and as no liquid is visible in the globe, we must infer that it evapo- 
rates as fast as it is introduced, and that the fall of the mercurial 
column is caused by the elastic force of the vapour thus formed. 

This increase of pressure, however, does not go on indefinitely. 
After a time the difierence of level in the two branches of the mano- 
meter ceases to increase, and a little of the unevaporated liquid may 
be seen in the globe, which increases in quantity as more liquid is 

^ The terms "pressure," "tension," and "elastic force" are often used interchangeably to 
denote the stress existing in a vapour or gas. "Tension" is the ordinary term employed 
in this sense in French books. The best English authorities upon elasticity, however, 
employ the two terms "pressure" and "tension" to denote two opposite things; a pressure 
is a push, and a tension is a pull. Gases and vapours cannot pull, they can only push, and 
they are constantly pushing in all directions; hence they are never in a state of termon, 
but are always in a state of pressure. 




lows fruiu 11.:,, I'.u.L .i ;. ijuiintity of vapour at ln.is tliau iU luaximum 

isifcy be inclosed in a given space, ajid then compressed at constant 

■jtemperature, its pressure and density will increase at first, but that 

»r a time a point will be reached when further compression, in- 

iad of increasing the density and pressure of the vapour, will only 

me of it to pass into the liqvud state. This last result may 

e directly verified by the following experiment. A barometric tube 
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ab (Fig. 233) is filled with mercuiy, with the exception of a, sniall 

space, into which a few drops of ether are introduced, care having 

first been taken to expel any bubbles of air which may ha\e remained 

adhering to the mercury. The tube is 

then inverted in the deep bowl MN, when 

the ether ascends to the surface of the 

mercury, is there converted into vapour, 

and produces a sensible depression of the 

mercurial column. If the quantity of 

ether be sufficiently sniall, and if the tube 

be kept sufficiently high, no liquid will be 

perceived in the space above the mercury ; 

this space, in fact, is not saturated. The 

^ pressure of the vapour which occupies it 

*^flh^ is given by the difference between the 

^HE height of the column in the tube and of a 

f ' barometer placed beside it. If the tube 

be gradually lowered, this difference will 

at first he seen to increase, that is, the 

pressure of the vapour of ether increases; 

but if we continue the process, a portion 

of liquid ether will be observed to collect 

above the mercury, and after this, if we 

lower the tube any further, the height of 

the mercury in it remains invariable. The 

(iiiiy effect is to increase the quantity of 

liifiiid deposited from the vapour.^ 

369, Influence of Temperature on Uazi- 
mum Density and Presanre.- — Returning 
now to the apparatus represented in Fig. 
232, suppose that some of the liquid re- 
mains unevaporated in the bottom of the 
globe, and let the globe be subjected to an increase of temperature. 
An increase of elastic force will at once be indicated by the mano- 
meter, while the quantity of liquid will be diminished. The maxi- 
mum pressure of a vapour, therefore, and also its maximum density, 
increase with the temperature; and consequently, in order to saturate 

' Strictly Bpeaking, thsre will be a slight additiim&l deprrasion of the mercurial coltmui 
due to the weight of bha liquid thua deposite-d en fta Biuamit; but thia effect will ^ueraHy 
be Tec; small, owing to the smallneu oC the quantity nf liquid. 
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a given space, a quantity of vapour is required which i 
Pthe temperature. 

Vapour which is at less than the maximum density is called super- 
Iheaied vapowr; because it can be obtained by giving heat to vapour 
I at maximum density at a lower temperature. 

Fig. 234 is a graphical representation of the rate at which the 
I masimum density of aqueous vapour increases with the temperature 
I from —20° to +35° C. Lengths are laid off on the base-line AB, to 
I represent temperatures, and ordiuatiea are erected at every fifth de- 



ft 



gree, proportional to the masses of vapour required to saturate the 
space at different temperatures. The curve CD, drawn thi-ough 
the extremities of these ordinates, is the curve of vapour-density as 
a function of temperature. The figures on the right hand indicate 
■the number of grammes of vapour required to saturate a cubic metre. 
370. Mixture of G-aa and Vapour. Dalton's Lawa.— The experi- 
ments with the apparatus of Fig. 232 may be repeated after filling 
the globe with dry air, or any other dry gas, and the results finally 
obtained will be the same as with the exhausted globe. If, as before, 
we introduce successive small quantities of a liquid, it will be con- 
'erted into vapour, and the pres.sure will go on increasing till aatu- 
wation is attained; the elastic force of vapour will then be found to 
exactly the same as in the case of the vacuous globe, and the 
[uantity of liquid evaporated will also be the same. 

There is, however, one important difference. In the vacuum the 
complete evaporation of the liquid is almost instantaneous; in a gaa, 
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on the other hand, the evaporation and consequent increase of pres- 
sure proceed with comparative slowness; and the difference between 
the two cases is more marked in proportion as the pressure of the 
gaa is greater. 

We may lay down, then, the two following laws (called, from their 
discoverer, Dalton's laws) for the mixture of a vapour with a gas: — 

1. The mass of vapour which can be contained in a given space 
is the same whether this space be empty or filled with gas, 

2. When a gas is saturated with vapour, the actual pressure of the 
miosture is the sum of the pressures due to the gas and vapour sepa- 
rately; that is to say, it is equal to the pressure which the gas would 
exert if it alone occupied the whole Space, plus the maximum pres- 
sv/re of vapour for the temperature of the miocture. 

This second law evidently comes under the general rule for deter- 
mining the pressure of a mixture of gases (§ 227); and the same rule 
applies to a mixture of gas and vapour when the quantity of the 
latter falls short of saturation. Each element in a mixture of gases 
and vapours exerts the same pressure on the waUs of the containing 
vessel as it would exert if the other elements were removed. 

It is doubtful, however, whether these laws are rigorously true. 
It would rather appear from some of Regnault's experiments, that 
the quantity of vapour taken up in a given space is slightly, though 
almost insensibly, diminished, as the density of the gas which oc- 
cupies the space is increased. 

871. Liquefaction of Oases. — When vapour exists in the state of 
saturation, any diminution in the volume must, if the temperature 
is preserved constant, involve the liquefaction of as much of the 
vapour as would occupy the difference of volumes; and the vapour 
which remains will still be at the original density and tension. A 
vapour existing by itself may therefore be completely liquefied by 
subjecting it to a pressure exceeding, by ever so slight an amount, 
the ma:^imum tension corresponding to the temperature, provided 
that the containing vessel is prevented from rising in temperature. 

Again, if a vapour at saturation be subjected to a fall of tem- 
perature, while its volume remains unchanged, a portion of it must 
be liquefied corresponding to the difference between the density of 
saturation at the higher and at the lower temperature. This opera- 
tion will obviously diminish the pressure, since this will now be the 
maximum pressure corresponding to the lower instead of to the 
higher temperature. 
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There are therefore two distinct means of liquefying a vapour — 
i increase of pressure, and lowering of temperature. They are em- 
l ployed sometimes separ- 
\ ately, and sometimes in 
I 'conjunction. 

Fig. 235 represents the 
I apparatus usually eni- 
I. ployed for obtaining sul- 
s acid in the liquid 
I- state. The gas, which is 
I generated in a glass globe, 
I passes first into a washing- 
[ bottle, then through a dry- 
I jng-tube, and finally into a tube surrounded with a freezing-mixture 
I of snow and salt. 

Pouillet's apparatus, described in. § 220, serves to liquefy most 
Leases by means of compression. 

In order to ascertain the pressures at which liquefaction takes 

J)lace, or, in other words, the maximum pressures of gases, one of the 

h apparatus is replaced by a shorter tube, containing 

li atmospheric air, and 

I serving a.s a mano- 

I' meter. 

By this means Pou- 
^let found that, at 
temperature of 
jj0° C, sulphurous 
icid is liquefied by a 
r pressure of 2 J atmo- 
[■ spheres, nitrous oxide 
I by a pressure of 43, 
k.and carbonic acid by 
Va pressure of 45 at- 
> mospheres. 

372. Faraday's Me- 
thod. — Faraday, who 
was the first to con- wg. ise.- 

duct methodical ex- 
periments on the liquefaction of gases, employed, in the first 
instance, the simple apparatus represented in Fig, 236, It con- 
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sists of a very strong bent glass tube, one end of which contains 
ingredients which evolve the gas on the application of heat, while 
the other is immersed in a freezing-mixture. The pressure produced 
by the evolution of the gas in large quantity in a confined space, 
combines with the cold of the freezing-mixture to produce liquefac- 
tion of the gas, and the liquid accordingly collects in the cold end of 
the tube. 

Thilorier, about the year 1834, invented the apparatus represented 
in Fig. 237, which is based on this method of Faraday, and is in- 
tended for liquefying carbonic acid gas. This operation requires the 
enormous pressure of about fifty atmospheres at ordinary tempera- 
tures. If a slight rise of temperature occur from the chemical actions 
attending the production of the gas, a pressure of 75 or 80 atmo- 
spheres may not improbably be required. Hence great care is neces- 
sary in testing the strength of the metal employed in the construc- 
tion of the apparatus. It was formerly made of cast-iron, and 
strengthened by wrought-iron hoops; but the construction has since 
been changed on account of a terrible explosion, which cost the life 
of one of the operators. At present the vessels are formed of three 
parts; the inner one of lead, the next 6, which completely envelops 
this, of copper, and finally, the hoops // of wrought iron (Fig. 237), 
which bind the whole together. The apparatus consists of two dis- 
tinct reservoirs. In the generator C is placed bicarbonate of soda, 
and a vertical tube a, open at top, containing sulphuric acid. By 
imparting an oscillatory movement to the vessel about the two pivots 
which support it near the middle, the sulphuric add is gradually 
discharged, and the carbonic acid is evolved, and becomes liquid in 
the interior. The generator is then connected with the condenser C 
by the tube t, and the stop-cocks R and R' are opened. As soon as 
the two vessels are in communication, the liquid carbonic acid passes 
into the condenser, which is at a lower temperature than the gene- 
rator, and represents the cold branch of Faraday's apparatus. The 
generator can then be disconnected and recharged, and thus several 
pints of liquid carbonic acid may be obtained. 

In the foregoing methods, the pressure which produces Uquef action 
is furnished by the evolution of the gas itself. 

In some other forms of apparatus the pressure is obtained by the 
use of one or more compression-pumps, which force the gas from the 
vessel in which it is generated into a second vessel, which is kept 
cool either by ice or a freezing-mixture. The apparatus of this kind 
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which is moat extensively used is that devised by Bianchi. It 
consists of a compression-piimp driven by a crank furnished with a 
fly-wheel, and turned by hand. 

Faraday, in his later experiments, employed two pumps, the first 
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Fig. 237.— Tbllorier'i Apimratni. 

■ving a piston of an inch, and the second of only half an inch dia- 
leter. The first pump in the earlier stage of the operation forced 
gas through the second into the receiver. In the later stage the 
md pump was also worked, so as to force the gas already con- 
inscd to 10, 15, or 20 atmospheres into the receiver at a much 
;her pressure. The receiver was a tube of green bottle-glass, and 
immersed in a very intense freezing-mixture, consisting of solid 
trbonic acid and ether, the cooling effect being sometimes increased 
exhausting the air and vapour from the vessel containing the 
izing-mixture, so as to promote more rapid evaporation. 
873. Latent Heat of Vaporization. Cold produced by Kvaporation. — 
The passage from tho liquid to the gaseous state is accompanied by 
the disappearance of a large quantity of heat. Whenever a liquid 
evaporates without the application of heat, a depression of tempera- 
ture occurs. Thus, for instance, it any portion of the skin be kept 
toist with alcohol or ether, a decided sensation of cold ia felt. Water 
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produces the same effect in a smaller degree, because it evapoxatee 
less rapidly. 

The heat which thus disappears in virtue of the passage of a liquid 
into the gaseous condition, is called the latent heat of vaporizaticm. 
Its amount varies according to the temperature at which the change 
is effected, and it is exactly restored when the vapour returns to the 
liquid form, provided that both changes have been effected at the 
same temperature. Its amount for vapour of water at the tempera- 
ture 100° C. is 536°; that is to say, the quantity of heat which dis- 
appears in the evaporation of a pound of water at this temperature, 
and which reappears in the condensation of a pound of steam at the 
same temperature, would be sufficient to raise the temperature of 536 
pounds of water from 0° to 1°. 

The latent Heat of vaporization plays an important part in the 
heating of buildings by steam. A pound of steam at 100°, in becom- 
ing reduced to water at 30°, gives out as much heat as about 8f lbs. 
of water at 100° in cooling down to the same temperature. 

874. Leslie's Experiment. — Water can be easily frozen by the cold 
resulting from its own evaporation, as 
was first shown by Leslie in a celebrated 
experiment. A small capsule (Fig. 238) 
of copper is taken, containing a little 
water, and is placed above a vessel con- 
taining strong sulphuric acid. The whole 
is placed under the receiver of an air- 
pump, which is then exhausted. The 
water evaporates with great rapidity, the 
vapour being absorbed by the sulphuric 
acid as fast as it is formed, and ice soon 
begins to appear on the surface. The 
experiment is, however, rather difficult to 
rig. asa.-Leiiie'« Experiment perform successfully. This arises from 

various causes. 
In the first place, the vapour of water which occupies the upper 
part of the receiver is only imperfectly absorbed; and, in the second 
place, as the upper layer of the acid becomes diluted by absorbing 
the vapour, its affinity for water rapidly diminishes. 

These obstacles have been removed by an apparatus inv^ited by 
M. Carr^, which enables us to obtain a considerable mass of ice in a 
few nunutes. It consists (Fig. 239) of a leaden reservoir containing 
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sulphuric acid. At one extremity is a vertical tube, the end of which 

3 bent over and connected with a flask containing water. The other 

treraity of the reservoir communicates with an air-pump, to the 




handle of which is fitted a onetallic rod, which drives an agitator 
immersed in the acid. By this means the surface of the acid is con- 
tinually renewed, absorption takes place with regularity, and the 
water b rapidly frozen. 

375. Cryophorua. — Wolfaston's cryophorus (Fig. 240) consists of a 
bent tube with a bulb at each end. It is partly filled with water, 
and hermetically sealed while the liquid is in ebullition, thus expel- 
Img the air. 
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When an experiment is to be made, all the liquid is passed into 
the bulb B, and the bulb A is plunged into a freezing-mixture, or 
into pounded ice. The cold condenses 
the vapour in A, and thus produces 
rapid evaporation of the water in B. 
In a short time needles of ice appear 
on the surface of the liquid. 

376. Freesing of Water by the Eva- 
poration of Ether. — Water is poured 
into a glass tube dipped into ether, 
which is contained in a gla,ss vessel 
for the purpose (Fig. 241). By means 
of a pair of bellows a current of air is 
miwle to pass through the ether; eva- 
poration is quickly produced, and at 
the end of a few minutes the water in 
the tube is frozen. 

If, instead of promoting evaporation of the ether by means of a 
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current of air, the vessel were placed under the exhausted recover 
of an air-pump, a much greater fall of temperature would be ob- 
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tained, and even mercury might easily be frozen. This experiment, 
however, ia injurious to the pump, owing to the solvent action of the 
ether on the oil with which the valves and other moving parts are 
lubricated. 

377. Preezing of Meroury by means of Snlphuroua Acid.— Mercury 
may bo frozen by means of liquid sulphurous acid, which is much 
more volatile than ether. In order to escape the suf- 
focating action of the gas, the experiment is per- 
formed in the following manner: — 

Into a glass vessel (Fig. 242) are poured succes- 
sively mercury and liquid sulphurous acid. The 
vessel is closed by an india-rubber stopper, in which 
two glass tubes are fitted. One of these dips to the 
bottom of the sulphurous acid, and is connected at 
its outer end with a bladder full of air. Air is passed 
through the liquid by compressing the bladder, and Fref^rnK m Momury 
escapes, charged with vapour, through the second auiphurauAdi" 
opening, which is fitted with an india-rubber tube 
leading to the open air. Evaporation proceeds with great rapidity, 
and the mercury soon freezes. 

378. Carre's Ammoniaaal Apparatus. — The apparatus invented some 
years ago by M. Carr^ for making ice is another instance of the ap- 



i 




plication of cold produced by evaporation. It consists (Figs. 243 and 

241) of two parts, a boiler and a cooler. The boiler is of wrought 

iron, and is so constructed as to give a very large heating surface. 

i is three-quarters filled with a saturated solution of ammonia, 
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which contains from six to seven hundred times its volume of gas. 
The cooler is of an annular form, and in the central space is placed 
a vessel containing the water to be frozen. In the sides of the cooler 
are a number of small cells, the object of which is to increase its 
surface of contact with the water in which it is immersed. 

In the first part of the experiment, which is represented in the 
figure, the boiler is placed upon a fire, and the temperature raised to 
130°, while the cooler is surrounded with cold water. Ammoniacal 
gas is given oflP, passes into the cooler by the valve 8 opening up- 
wards, and is condensed in the numerous cells above mentioned. 
This first part of the operation, in the small machines for domestic 
use, occupies about three-quarters of an hour. In the second part of 
the operation, the cylindrical vessel containing the water to be frozen 
is placed in the central space; the cooler is surrounded with an envelope 
of felt, which is a very bad conductor of heat, and the boiler is im- 
mersed in cold water. The water in the boiler, as it cools, is able 
again to receive and dissolve the gas, which enters by the valve 8 of 
the bent siphon-shaped tube. The liquid ammonia in the cooler 
accordingly evaporates with great rapidity, producing a fall of tem- 
perature which freezes the water in the inclosed vessel. 

879. Solidification of Carbonic Acid. — When a small orifice is opened 
in a vessel containing liquid carbonic acid, evaporation proceeds so 
rapidly that the cold resulting from it freezes a portion of the vapour, 
which takes the form of fine snow, and may be collected in consider- 
able quantity. 

This carbonic acid snow, which was first obtained by Thilorier, is 
readily dissolved by ether, and forms with it one of the most intense 
freezing-mixtures known. By immersing tubes containing liquefied 
gases in this mixture, Faraday succeeded in reducing several of them, 
including carbonic acid, cyanogen, and nitrous oxide, to the form of 
clear transparent ice, the fall of temperature being aided, in some of 
his experiments, by employing an air-pump to promote more rapid 
evaporation of carbonic acid from the mixture. By the latter pro- 
cess he was enabled to obtain a temperature of —166° F. (—110° C) 
as indicated by an alcohol thermometer, the alcohol itself being re- 
duced to the consistence of oil. Despretz, by means of the cold 
produced by a mixture of solid carbonic acid, liquid nitrous oxide, 
and ether, rendered alcohol so viscid that it did not run out when 
the vessel which contained it was inverted. 

380. Continuity of the Liquid and Oaseous States. Critical Tern- 
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itnre. — Remarkable results were obtained lay Cagniard de la Tour^ 
heating volatile liquids {alcohol, petroleum, and sulphuric ether) 
closed tubes of great strength, a,nd of capacity about double the 
Jume of the inclosed liquid. At certain temperatures (3C° C. for 
and 42° for ether) the liquid suddenly disappeared, becoming 
larently converted into vapour. 

'by similar experiments upon hydrochloric ether, hyponitric 
I, and sulphiu-ous acid, showed — 

. That the coefficients of apparent expansion of these liquids 
Tease rapidly with the temperature, 

2. That they become equal to the coeffident of expansion of air, 

temperatures much lower than those at which total conversion 

ito vapour occurs. 

1. That they may even become double and more than double the 

coefficient of expansion of air; for example, at 130° C. the coefficient 

of expansion of sulphurous acid was 'O09571. 

Thilorier had previously shown that the expansion of liquid car- 
bonic acid between the temperatures 0° and 30° C. is four times as 
great as that of air, 
Drion further observed, that when the temperature was raised 
gradually to the point of total vaporization, the free surface 
it its definition, and was replaced by a nebulous zone without 
definite edges and destitute of reflecting power. This zone increased 
in size both upwards and downwards, but- at the same time became 
visible, until the tube appeared completely empty. The same 
ipearances were reproduced in inverse order on gradually cooling 

tube. 
When the liquid was contained in a capillary tube, or when a 
lillary tube was partly immersed in it, the curvature of the meniscus 
id the capillary elevation decreased as the temperature rose, until 
length, just before the occurrence of total vaporization, the sur- 
face became plane, and the level was the same within as without 
the tube. 

Dr, Andrews, by a series of elaborate experiments on carbonic 

acid, with the aid of an apparatus which permitted the pressure and 

temperature to be altered independently of each other, has shown 

.t at temperatures above 31° C. this gaa cannot be liquefied, but, 

len subjected to intense pressure, becomes reduced to a condition 

* Abk. de Chim. IIL Ivi 
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in which, though homogeneous, it is neither a liquid nor a gas. 
When in this condition, lowering of temperature under constant pres- 
sure will reduce it to a liquid, and diminution of pressure at constant 
temperature will reduce it to a gas; but in neither case can any breach 
of continuity be detected in the transition. 

On the other hand, at temperatures below 31°, the substance 
remains completely gaseous until the pressure reaches a certain limit 
depending on the temperature, and any pressure exceeding this limit 
causes liquefaction to commence and to continue till the whole of the 
gas is liquefied, the boundary between the liquefied and unliquefied 
portions being always sharply defined. 

The temperature 31° C, or more exactly 30*92° C. (877° F.), may 
therefore be called the critical temperature for carbonic acid; and it 
is probable that every other substance, whether usually occurring in 
the gaseous or in the liquid form, has in like manner its own critical 
temperature. Dr. Andrews found that nitrous oxide, hydrochloric 
acid, ammonia, sulphuric ether, and sulphuret of carbon, all exhibited 
critical temperatures, which, in the case of some of these substances, 
were above 100° C. 

It is probable that, in the experiments of Cagniard de la Tour and 
Drion, the so-called total conversion into vapour was really conver- 
sion into the intermediate condition. 

The continuous conversion of a gas into a liquid may be effected 
by first compressing it at a temperature above its critical tempera- 
ture, until it is reduced to the volume which it will occupy when 
liquefied, and then cooling it below the critical point. 

The continuous conversion of a liquid into a gas may be obtained 
by first raising it above the critical temperature while kept under 
pressure sufficient to prevent ebullition, and afterwards allowing it 
to expand. 

When a substance is a little above its critical temperature, and 
occupies a volume which would, at a lower temperature, be com- 
patible with partial liquefaction, very great changes of volume are 
produced by very slight changes of pressure. 

On the other hand, when a substance is at a temperature a little 
below its critical point, and is partially liquefied, a slight increase of 
temperature leads to a gradual obliteration of the surface of demarca- 
tion between the liquid and the gas; and when the whole has thus 
been reduced to a homogeneous fluid, it can be made to exhibit an 
appearance of moving or flickering striae throughout its entire mass 
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f slightly lowering the temperature, or suddenly diminisliiiig the 
'essure. 

The apparatus employed in these remarkable experiments, which 
described in the Bakerian Lecture {Pkil. Trans. 18G9), is shown 
in Fig. 245, where c c are two capillary glass tubes of great strength, 
one of them containing the carbonic acid or other gas to be experi- 
mented on, the other containing air 
serve as a manometer. These 
connected with strong copper 
ibes dd,oi larger diameter, con- 
taining water, and communicating 
with each other through a b, the 
water being separated from the 
by a column of mercury oc- 
ipying the lower portion of each 
ipillary tube. The steel screws 
are the instruments for apply- 
pressui'e. By screwing eithec 
them forward into the water, 
contents of both tubes are com- 
ied, and the only use of having 
to give a wider range of com- 
A rectangular brass case 
(not shown in the figure), closed be- 
fore and behind with plate-glaas, 
surrounds each capillary tube, and 
allows it to be maintained at any required temperature by the flow 
of a stream of water. 

381. Liquefaction and Solidification of Oxygen and Hydrogen. — 
TJp to quite recent times, air, oxygen, hydrogen, nitrogen, nitric oxide, 
and marsh-gas had defied all attempts to liquefy them, and were 
therefore called "permanent gases," But in the latter part of the 
year 1877 and the beginning of 1878 they were liquefied by two 
investigators independently. 

M. Cailletet, a French engineer, employed an apparatus similar in 
principle to that of Dr. Andrews described in the preceding section; 
the gas being compressed in a strong capillary tube by screwing a 
plunger into water, which transmitted the pressure to mercury in 
contact with the gas. When the gas had had time to lose its heat of 
impression, and to attain the low temperature of the inclosure by 
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wiiieiL xc was sorroanded, it was saddenhr allowed io expand hy un- 
screwing a second screw plonger provided fcv the purpose; and under 
the fnffaence of the intense cold produced by this expansion, the gas 
in the tube asgumed the form of a cloud, showing that drc^ of liquid 
were present in it. For thus liquefying oxygen, he employed a 
prasore of 300 atmospheres, and, before allowing the gas to expand, 
cooled it to the temperature — 29~ C. by means of the evaporation of 
julphurous aci*! For nitrogen he employed a pressure of 200, and 
for hydrogen of 280 atmospheres. 

M. Baoul Pictet, of Geneva, who has devoted much attention to 
the artificial pro«iuction of ice. cooled the gas under pressure, by 
surrounding it with two tubes (me within the other, the outer one 
containing liquid sulphurous acid, which was rapidly evaporated by 
pumping away its vapour, while the inner one contained solid car- 
bonie acid, which was also evaporated by means of a pump. The 
temperature of the outer tube was —65' or —70°; that of the inner 
about — 140' : and this inner tube immediatelv surrounded the tube 
containing the gas which it was desired to liquefy. The pressure 
was produced, as in Faraday *s earlier experiments, by the chemical 
action which evolved the gas. When time had been given for the 
compressed gas to take the low temperature of its surroundings, a 
cock was opened which allowed it to escape through a small orifice 
into the external air, and the issuing jet was seen to be liquid. In 
the case of oxygen, the pressure before the escape of the jet was 320 
atmospheres, in the case of hydrogen it was 650. The jet of liquid 
hydrogen was of a steel-blue colour, and after a short time it was 
changed into a hail of solid particles, showing that hydrogen had 
not only been liquefied but solidified. In a later experiment the jet 
of oxygen was submitted to optical tests (by polarized light) which 
showed that it contained solid particles. 
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382. Eballition. — When an open veeael containing a liquid is placed 
upon a fire or held over the flame of a lamp, evaporation at first goes 
on quietly and the liquid steadily rises in temperature ; but after a 
time the liquid becomes agitated, gives off vapour much faster, and 
remains nearly coaatant in temperature. 
The liquid is now said to boil or to be in 
a state of ebidlition. 

K we observe the gradual prt^^ress of 
the phenomena — as we can easily do in a 
glass vessel containing water, we shall per- 
ceive that, after a time, very minute bub- 
bles are given off; these are bubbles of dis- 
solved air. Soon after, at the bottom of 
the vessel, and at those parts of the sides 
which are most immediately exposed to 
the action of the fire, larger bubbles of 
vapour are formed, which decrease in vol- 
ume as they ascend, and disappear before 
reaching the surface. This ata^ is accom- 
panied by a peculiar sound, indicative of 
approaching ebullition, and the liquid is 
said to be singiTig. The sound is probably j^ ^^g -Ebmiiuou. 

caused by the collapsing of the bubbles as 

they are condensed by the colder water through which they pass. 
ITnally, the bubbles increase in number, growing larger as they 
ascend, until they burst at the surface, which is thus kept in a state 
of i^tation; and the liquid boils. 

383. Laws of Ebullition. — The following are the ordinary laws of 
ebullition. 
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1. At the ordmary pressure, ebuUituyn commences at a temperature 
which is definite for ea^ch liquid. 

This law is analogous to that of fusion (§ 347). It follows from 
this that the boiling-point of any liquid is a specifi4: element, serving 
to determine its natuic 

The following table gives the boiling-points of several liquids at 
the pressure of 760 millimetres: — 

Sulphurous acid, - 10** C. Spirits of turpentine, . . . + 130** C. 

Hydrochloric ether, + 11* Phosphorus, 290** 

Common ether, 37** Concentrated sulphuric acid, . 325** 

Alcohol, 79* Mercury, 353** 

Distilled water, 100** Sulphur, 440** 

2. The temperature remains constant during ebullition, K a 
thermometer be introduced into the glass vessel of Fig. 246, the tem- 
perature will be observed to rise gradually during the different stages 
preceding ebullition ; but, when active ebullition has once commenced, 
no further advance of temperature will be observed. 

This phenomenon points to the same conclusion as the cold pro- 
duced by evaporation. Since, notwithstanding the continuous action 
of the fire, the temperature remains constant, the conclusion is inevit- 
able, that all the heat produced is employed in doing the work neces- 
sary to change the liquid into vapour. The constancy of temperature 
during ebullition explains the fact that vessels of pewter, tin, or any 
other easily fusible metal, may be safely exposed to the action of 
even a very hot fire, provided that they contain water, since the 
liquid remains at a temperature of about 100°, and its contact pre- 
vents the vessel from over-heating. We shall see hereafter that, 
under certain circumstances, the commencement of ebullition is 
delayed till the liquid has risen considerably above the permanent 
temperature which it retains when boiling. The second law also is 
not absolutely exact. Small fluctuations of temperature occur, and 
some parts of the liquid are slightly hotter than others. The tem- 
perature of the vapour is more constant than that of the water, and 
is accordingly employed in determining the "fixed points" of ther- 
mometers. 

3. The pressure of the vapour given off during ebullition is equal 
to that of the extem/il air. 

Previous to ebullition, the upper part of the vessel in Fig. 246 
contains a mixture of air and vapour, the joint pressure being sen- 
sibly equal to that of the external air; but when active ebullition 
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le air is expelled, and the upper part of the vessel, from the 
I'liquid to the mouth, is occupied by vapour alone, which, being in 
rfree communication with the external air, must be sensibly equal to 
I it in presasure. 

The following experiment furnishes an interesting confirmation of 
f this third law. 

We take a bent tube A, open at the longer exti'emitj, and closed 
l^t the shorter. The short branch 
ia filled witli mercury, all but a 
small apace containing water; in 
the long branch the mercury 
stands a little higher than the 
bend. Water is now boiled in a 
IS vessel, and, during ebulli- 
1, the bent tube is plunged into 
steam. The water occupying 
the upper part of the short branch 
is partially converted into steam, 
the mercury falls, and it ossutneB 
the sttnie level in both braiiches. 
Thus the pressiire exerted by the 
atmosphere at the open extremity 
of the tube is exactly equal to 
that exerted by the vapour of - 
water at the temperature of ebul- 
lition. ~ ---""-- - _ 

384. Deflnitioa of Ebullition. — y,.^ -si-. .- ,,-,..ri ..j v,,.. ,i, ,i., j.i,.,i,i ,.i, 

This latter circumstance supplies 

the true physical definition of ebullition. A liquid is in ebullition 
when it (fives off vapov/r of t/ie same pressure as the atmosphere 
above it. 

The necessity of this equality of tension is easily 
explained. If a bubble of vapour exists in the in- 
,terior of a liquid (as at m, Fig. 248), it is subject to a 
lure exceeding atmospheric by the weight of the 
|uid above it. As the bubble rises, the latter ele- 
lent of pressure becomes leas, and the pressure of the fig. gi§. 

'apour composing the bubble accoi'ilingly diminishes, 
■til it is reduced to atmospheric pressure on reaching the surface. 
The boiling-point of a liquid at given preaaiure is therefore neeea- 
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sarilj Bzed, since it is the temperature at which the pressure of the 
vapour at saturation is equal to this pressure. It must be remarked, 
however, that the boiling-point varies in the different layers of the 
liquid, increasing with the depth below the surface. Accordingly, 
in determining the second £xed point of the thermometer, we have 
stated that the instrument should be plunged into the steam, and not 
into the water. 

886. Effect of Preasare upon the Boiling-point. — It evidently fol- 
lows from the foregoing considerations that the boiling-point of a 
liquid must vary with the pressure on the surface; and experiment 
shows that this is the case. Water, for instance, boils at 100° under 
the external pressure of 760 millimetres; but if the pressure decreases, 
ebullition occurs at a lower temperature. Under the receiver of an 
air-pump, water may be made to boil at any temperature between 
0" and 100°. In Carry's apparatus (Fig. 239) the water in the glass 
bottle is observed to enter into active ebullition a few moments 
before the appearance of the ice. The reason, therefore, why boiling 
water has come to be associated in our minds with a fixed tempera- 
ture is that the variations of atmospheric pressure are comparatively 
small. 

At Paris, for instance, the ex- 
ternal pressure varies between 
720 and 790 millimetres (28-3 
and Sl'l inches), and the boiling- 
point, in consequence, varies from 
98-5° to 1011°, the difference be- 
ing at the rate of about 27"" per 




386. Franklin's Experiment. — 
The boiUng of water at a tem- 
perature lower than 100° may be 
shown by the following experi- 
ment: — 

A little water is boCed in a 

f ilaak for a sufficient time to expel 

most of the air contained in it 

The flask is then removed from 

the source of heat, and is at the 

same time securely corked. To render the exclusion of air stall 

more certain, it may be inverted with the corked end immersed in 
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[•water which has been hoiled. Ebullition ceases almost immedi- 

f ately; but if cold water be now poured over the veaael, or, better 

I still, if ice be applied to it, the liquid again begins to boil, and 

I continues to do so for a considerable time. This fact may easily be 

I explained: the contact of the cold water or the ice lowers the tem- 

[ perature and pressure of the steam in the flask, and the decrease of 
(ressure causes the renewal of ebullition. 
387. Determination of Heights by Boiling-point.— Just as we can 

[ determine the boiling-point of water when the external pressure is 

I given, 80, if the boiling-point he known, we can determine the 

E external pres,sure. In either case we have simply to refer to a 

Iteble of maximum pressures of aqueous vapour at different tem- 

1 peratures. 

As the mercurial barometer is essentially unsuitable for portability, 

j Wollaston proposed to substitute the observation of boiling-points 

I as a means of determining pressures. For 
this purpose he employed a thermonieter 
with a large bulb and with a scale of very 
long degrees finely subdivided extending 

' only a few degrees above and below 100°, 

i He called this instrument the barometric 

I thermometer. 

Regnault baa constructed a small instru- 

I inent for the same purpose, which he calls 

I- the hypsoTneter. It consists of a little 

I boiler heated by a spirit-lamp, and termi- 

I nating in a telescope tube with an open- 
ing at the side tliroiigh which the steam 

I escapes. A thermometer dips into the 
I, and projects through the top of the 

[ tube so as to allow the temperature of ebul- 

[ lition to be read. 

This temperature at once gives the atmo- 

I spheric pressure by reference to a table of 

I vapour-pressures, and the subseijiient eom- 

[ putations for determining the height are 

I the same as when the barometer is em- 
)Ioyed (§ 213). 
When only an approximate result is deared, it may be assumed 

I that the height above sea-level is seosibly proportional to the differ- 
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ence between the observed boiling- point and 100° C, and Soitit's 
formula^ may be employed, viz.: 

S=295 (]00-(), 
where h ia expressed in metres and ( in degrees Centigrade. 

Thus, at Quito, where the boiling-point of water ia about 90'1°, 
the height above sea-level would be y-9 x 295=2920 metres, which 
agrees nearly with the true height 2808 metres. 

At Madrid, at the mean pressure, the boiling-point is flT'S", which 
gives 2*2 X 205 = 649 metres; the actual height being 610 metres. 

388, Papia's Digester. — While a decrease of pressure lowers the 
boiling-poiut, an increase of pressure raises it. Accordingly, by put- 
ting the boiler in communication with a reservoir containing air at 
tlie pressure of several atmaspheres, we can raise the boiling-point to 
110°, 115", or 120°; a result 
often of great utility in the 
arts. But in order that the 
liquid may actually enter into 
ebullition, the space above 
the liquid must be suffi- 
ciently large and cool to al- 
low of the condensation of 
the steam. In a conJined 
vessel, water may be raised 
to a higher temperature than 
would be possible in the open 
air, but it will not boil. This 
is the case in the appaiatus 
'^^ invented by the celebrated 
Papin, and called after him 
Papin's digester. It is a 
bronze vessel of great 
strength, covered with a !id 
secured by a powerful screw. It is employed for raising water to 
very high temperatures, and .thus obtaining eflects which would not 
be possible with water at 100°, such, for example, as dissolving the 
gelatine contained in bones. 

It ia to be observed that the prc^ure of the steam increases rapidly 

' If A ba exprBBsed in foot, and ( in degreea Fahrenheit, the fonnnla bBcomaB 
A=638(212-(), 
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with the temperature, and may finally acqxiire an enormotia jiuwer. 
Thus, at 200°, the pressure is that oi IC atmospheres, or about 240 
pounds on the square inch. In order to ohviate the risk of explosion, 
Papin introduced a device for preventing the pressure from exceeding 
a definite limit. This invention has since been applied to the boilers 
of steam-engines, and is well known aa the aafety-valve. It conaiata 
of an opening, closed by a conical valve or stopper, which is pressed 
down by a lever loaded with a weight. Suppose the area of the 
lower end of the stopper to be 1 square inch, and that the pressure 
s not to exceed 10 atmospheres, coixeaponding to a temperature of 
Kt80°. The magnitude and position of the weight are so arranged 
ihat the pressure on the hole is 10 times 15 pounds. If the tension 
: the steam exceed 10 atmospheres, the lever will be raised, the 

will escape, and the pressure will thus be relieved. 
When the pressure of the steam contained in the digester has be- 
some considerable, if the lever be raised, so as to permit some steam 
tto escape, it rushes out with a loud noise, and produces a cloud in 
the air. On placing the hand in tbia cloud, scarcely any sensation 
E heat is experienced, whereas, on performing the same experiment 
with steam at the ordinary pressure, the hand would certainly be 
acalded. This apparently paradoxical result is explained by the 
cooling due to expansion. The steam formed at 100°. being at atmo- 
spheric pressure, preserves its presaure and temperature on issuing 
into the air. On the other hand, the steam generated in Papin's 
digester has a pressure greatly exceeding that of the atmosphere, 
K'€uid accordingly expands rapidly upon its exit, and thus performs 
Work in forcing back the external air. The perfonuance of this 
frork is accompanied by the loss of an equivalent quantity of 
iieat, and the temperature of the jet is consequently considerably 
Towered. 

389. Boilinir-point of Saline BolutionB.— When water holds saline 
matters in solution, the boiling-point rises as the proportion of saline 
matter in the water increases. Thus with sea-salt the boiling-point 
_ can be raised from 100° to 108°. 

When the solution is not saturated, the boiling-point is not fixed, 
liut rises gradually as the mixture becomes concentrated; but at a 
Tcertain stage the salt begins to be precipitated, and the temperature 
then remaias invariable. This is to be considered the normal boiling- 
point of the saturated solution. Supersaturation, however, sometimeB 
»:urs, the temperature gradually rising above the normal . boQing- 
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point without any deposition of the salt, until all ao once precipita- 
tion begins, and the thermometer falls several degrees. 

The steam emitted by saline solutions consists of pure water, and 
it is frequently asserted to have the same temperature as the steam 
of pure water boiling under the same pressure; but the experiments 
of Magnus and others have shown that this is not the case. Magnus, 
for example,^ found that when a solution of chloride of calcium was 
boiling at 107°, a thermometer in the steam indicated 105J°, and 
when by concentration the boiling-point had risen to 116°, the ther- 
mometer in the steam indicated 111'2°. 

These and other observations seem to indicate that the steam 
emitted by a saline solution when boiling, is in the condition in which 
the steam of pure boiling water would be, if heated, under atmo- 
spheric pressure, to the temperature of the boiling solution. It can 
therefore be cooled down to the boiling-point of pure water without 
undergoing any liquefaction. When cooled to this point, it becomes 
saturated,^ and precisely resembles the steam of pure water boiling 
under the same pressure. When saturated steam loses heat, it does 
not cool, but undergoes partial liquefaction, and it does not become 
completely liquefied till it has lost as much heat as would have cooled 
more than a thousand times its weight of superheated steam one 
degree Centigrade. 

390. Boiling-point of Liquid Mixtures. — A mixture of two liquids 
which have an attraction for each other, and will dissolve each other 
freely in all proportions — for example, water and alcohol — ^has a 
boiling-point intermediate between those of its constituents. But a 
mechanical mixture of two liquids between which no solvent action 
takes place — ^for example, water and sulphide of carbon — has a boiling- 
point lower than either of its constituents. If steam of water is 
passed into liquid sulphide of carbon, or if sulphide of carbon vapour 
is passed into water, a mixture is obtained which boils at 42'6° C, 
being four degrees lower than the boiling-point of sulphide of carbon 
alone. This apparent anomaly is a direct consequence of the laws 
of vapours stated in § 370; for the boiling-point of such a mixture 
is the temperature at which the sum of the pressures of the two in- 
dependent vapours is equal to one atmosphere. 

891. Difficulty of Boiling without Air. — The presence of air in the 

' Poggendorff's AnnaUn, cxii. p. 415. 

' Saturated steam is the ordinary designation of steam at the maximum density and 
pressure for its actual temperature. The term superheated has been explahied in § 369. 
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BJdst of the liquid masa is a necessary conJition of rogularitj of 
Eition. and of its production at the normal temperature; tMa ia 
ihown by several convincing experiments. 

I. Donny's Experiment. — We take a glass tube bent twice, and 

torminated at one of its extremities by a series of bulbs. The first 

tep is to wash it carefully with alcohol and ether, iinally leaving in 

le diluted sulphuric acid. These operations are for the purpose 

E removing the aolid particles adhering to the aides, which always 

detain portions of air. Water is then introduced and boiled long 

enough to expel the air dissolved in it, and while ebulHtion is pro- 

■ ceeding, the end of the apparatus is hermetically sealed. Tlie other 
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^tremity is now plunged in a strong solution of chloride of calcium, 
prtich has a very high boiling-point, and the tube is so placed that 

I the water shall lie in this extremity; it will then be found that 

B temperature may be raised to 135° without producing ebullition. 

i about this temperature bubbles of steam are seen to be formed, 
and the entire liquid mass is thrown forwai'd with great violence. 
The bulbs at the end of the tube are intended to diminish the shock 
thus produced- 

2. Dufour's E.rp€i-iTiient. — This experiment is still more decisive, 
A mixture of linaeed-oil and oil of cloves, whose respective densities 
are about '93 and I'Ol, is so prepared that, for temperatures near 100°, 
the density of the whole is nearly that of water. This mixture is 
placed in a cubical box of aheet-iron, with two holes opposite each 
>ther, which are filled with glass, so as to enable tlie observer to 
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perceive what is passing within. The box is placed in a metallic 
envelope, which permits of its being heated laterally. When the 
temperature of 120° has been reached, a large drop of water is allowed 
to fall into the mixture, which, on reaching the bottom of the box, 
is partially converted into vapour, and breaks up into a number of 
smaller drops, some of which take up a position between the two 
windows, so as to be visible to the observer. The temperature may 
then be raised to 140°, 150°, or even 180°, without producing evapora- 
tion of any of these drops. Now the maximum tension of steam at 
180° is equal to 10 atmospheres, and yet we have the remarkable 
phenomenon of a drop of water remaining liquid at this temperature 
under no other pressure than that of the external air increased by an 
inch or two of oil. The reason is that the air necessary to evapora- 
tion is not supplied. If the drops be touched with a rod of metaL 
or, better still, of wood, they are immediately converted into vapour 
with great violence, accompanied by a peculiar noise. This is 
explained by the fact that the rods used always carry a certain 
quantity of condensed air upon their surface, and by means of this 
air the evaporation is produced. The truth of this explanation is 
proved by the fact, that when the rods have been used a certain 
number of times, they lose their power of provoking ebullition* 
owing, no doubt, to the exhaustion of the air which was adhering to 
their surfaces. 

3. Production of Ehullition by the formation of Bubbles of Gas 
in the Tnidst of a Liquid. — A retort is carefully washed with 
sulphuric acid, and then charged with water slightly acidulated, from 
which the air has been expelled by repeated boiling. The retort 
communicates with a manometer and with an air-pump. The air is 
exhausted until a pressure of only 150 millimetres is attained, corre- 
sponding to 60° as boiling-point. Dufour has shown that under 
these conditions the temperature may be gradually raised to 75° 
without producing ebullition. But if, while things are in this con- 
dition, a current of electricity is sent through the liquid by means of 
two platinum wires previously immersed in it, the bubbles of oxygen 
and hydrogen which are evolved at the wires immediately produce 
violent ebullition, and a portion of the liquid is projected explosively, 
as in Donny's experiment. 

From these experiments we may conclude that liquid, when not 
in contact with gas, has a difficulty in making a beginning of vapor- 
ization, and may hence remain in the liquid state even at tempera- 
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s at which vaporization would upon the whole involve a fall of 
^tential energy, 

vapour (es well as air) can furnish the means of overcoming 
( difficulty, is established by the fact noted by Professor G. C. 
,' that when a liijuid has been boiling for some time in a retort, 
t Bometimes ceases to exhibit the movements characteristic of ebul- 
in, although the amount of vapour evolved at the surface, as mea- 
' 6ured by the amount of liquid condensed in the receiver, continues 
undiminished. In these circumstances, it would appear that the 
superficial layer of hquid, which is in contact with its own vapour, 
IB the only part that is free to vaporize. 

The preceding remai'ks explain the reluctance of water to boil in 
glass vessels carefully washed, and the peculiar formation, in these 
circumstances, of large 
bubbles of steam, caus- 
ing what is called hoil- 
bumping. In 
) of sulphuric 
id, the phenomenon is - - 
much more marked; if 
this hquid be boiled in 
a glass vessel, enomioua 
bubbles are formed at the ^ 
nature of the liquid, raise the mass of the 

then let it fall back with such violence as sometimes to break the 
vessel This inconvenience may be avoided by using an annular 
brazier (Fig. 253), by means of which the upper part only of the 
liquid is heated. 

The ebullition of ether and alcohol presents some similar features, 
probably because these liquids dissolve the fatty particles on the 
surface of the glass, and tlius adhere to the sides very strongly. 

393. Spheroidal State. — This is the name given to a peculiar con- 
dition which is assumed by liquids when exposed to the action of 
very hot metals. 

If we take a smooth metal plate, and let fall a drop of water upon 

the drop will evaporate more rapidly as the temperatui-e of the 

,te is increased up to a certain point. AVhen the temperature of 

plate exceeds this limit, which, for water, appears to be about 




, [iir Boiling Sulpbnrlc Anid. 

I account of the viscous 
' hquid above them, and 



' Wfttta'B Dictioaars of ChenialTy, art. " Heat," p. 8. 
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^^K 36f 

^^^H 150'', the drop assumes a spheroidal fonn, rolls about like a ball or 
^^^H spins on its axis, and frequently exhibits a beautiful rippling, as 
^^^1 represented in the figTire. AVTiile 

^^^1 .^^ft^^^^^b "^ ^^^ condition, it evaporates 

^^^H ^IB^^H^^^^^^^k much more slo\vly than when the 

^^^H ^^^^^^^^^^^^^^^^L plate was a lower temperature. 

^^^H ^^^^^^^^^^^^^^^^^^k latter circumstance 

^^^ ^^^^^^^^^^^^^^^^^^^L portant, hy 

^^^^^^^^^^^^^^^^^^^^ experunent. If the plate be 
allowed to cool, a momDnt arrives 
when the globule of water flat- 
tens out, and boils rapidly away 
with a hissing noise. 

These phenomena have been 
long known, and were studied 
Fitf. 2s4.-oipimie in the spii..rv,w»i siote. by Leitlenfrost and Klaproth; 
but the subject has recently heen 
more completely investigated by Boutigny. All liquids are probably 
capable of assuniing the spheroidal state. Among those which have 
been tested are alcohol, ether, liquid sulphurous acid, and liquid 
nitrous oxide. When in this state they do not boil. Soroetimea 
bubbles of steam are seen to rise and burst at the top of the globule, 
but these are always owing to some roughness of the surface, which 
prevents the steam from escaping in any other way; when the sur- 
face is smooth, no bubbles are observed. 

If the temperature of the hquid be measured by means of a ther- 
mometer with a very small bulb, or a thermo-electric junction, it is 
always found to he below the boiling-point. 

393. Freezing of Water and Mercury in a Red-hot Crucible. — 
This latter property enables U3 to obtain some very striking and 
paradoxical I'esults. The boiling-point of liquid sulphurous acid is 
— 10° C, and that of liquid nitrous oxide is about —70° C. If a 
silver or platinum crucible bo heated to redness by a powerful lamp, 
and some liquid sulphurous acid be then poured into it, this latter 
assumes the spheroidal state; and drops of water let fall upon it are 
immediately frozen. Mercury can in like manner he frozen in a red- 
hot crucible by employing liquid nitrous oxide in the spheroidal 



These experiments are due to Boutigny, who called attention to 
them as remarkable exceptions to the usual tendency of bodies to 
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Lequilibrium of temperature. The exception is of the same kind as 
that presented by a vessel of water boiling at a constant temperature 
of 100° over a hot fire, the heat received by the liquid being in both 
casea expended in producing evaporation. 

394. The Metal not in Contact with the Liquid. — The basis of the 
entire theory of liquids in the spheroidal state is the fact that the 
liquid and the metal plate do not come into contact. Thia fact can 
be proved by direct observation. 

The plate used must be quite smooth and accurately levelled, 
'"When the plate is heated, a little water is poured upon it, and 
assumes the spheroidal state. By means of a fine platinum wire 
whicli passes into the globule, the liquid is kept at the centre of the 
metal plate. It is then very easy, by placing a light behind the 
globule, to see distinctly the space between the liquid and the plate. 
The appearance thus presented may be easily thrown on a screen by 
means of the electric liglit. 

The interruption of contact can also be proved by connecting 
(through a galvanometer) one pole of a battery with the hot plate, 
while a wire from the other pole is dipped in the liquid. The cur- 




rent refuses to circulate if the liquid is in the spheroidal state, but is 

mediately established when, on cooling the plate, the liquid begins 
a boiL 

Various attempts have been made to account for the absence of 
contact between the liquid and the metal, but the true explanation 
is as yet uncertain. 

In consequence of the separation, heat can only pass to the globule 
by radiation, and hence its comparatively low temperature is ac- 
counted for. 

The absence of contact between a liqiud and a metal at a high 
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Fig. 260.— nod- 
hot BaU in Water. 



temperature may be shown by several experiments. If, for instance, 
a ball of platinum be heated to bright redness, and plunged (Fig. 256) 

into water, the liquid is seen to recede on all sides, 
leaving an envelope of vapour round the ball. This 
latter remains red for several seconds, and contact does 
not take place till its temperature has fallen to about 
150°. An active ebullition then takes place, and an 
abundance of steam is evolved. 

Professor Barrett has obtained a more striking 
effect of the same kind by lowering a red-hot ball 
of iron into the soapy liquid known as "Plateau's 
solution." 
If drops of melted sugar be let fall on water, they will float for a 
short time, though their density is greater than that of water (§ 159). 
contact being prevented by their high temperature. A similar phe- 
nomenon is observed when a fragment of potassium is thrown on 
water. The water is decomposed; its hydrogen takes fire and bums 
with a red flame; its oxygen combines with the potassium to form 
potash; and the globule of potash floats upon the surface without 
touching it, owing to the high temperature under which it is formed. 
After a few seconds the globule cools sufficiently to come into con- 
tact with the water, and bursts with a slight noise. 

896. Distillation. — Distillation consists in boiling a liquid and 
condensing the vapour evolved. It enables us to separate a liquid 
from the solid matter dissolved in it, and to effect a partial separa- 
tion of the more volatile constituent of a mixture from the less 
volatile. 

The apparatus employed for this purpose is called a still. One of 
the simpler forms, suitable for distilling water, is shown in Fig. 257. 
It consists of a retort a, the neck of which c communicates with a 
spiral tube d d called the worm, placed in the vessel e, which contains 
cold water. The water in the retort is raised to ebullition, the steam 
given off is condensed in the worm, and the distilled water is col- 
lected in the vessel g. 

As the condensation of the steam proceeds, the water of the cooler 
becomes heated, and must be renewed; for this purpose a tube 
descending to the bottom of the cooler is supplied with a continuous 
stream of cold water from above, while the superfluous water flows 
out by the tube i at the upper part of the cooler. In this way the 
warm water, which rises to the top, is continually removed. The 



Hoiler is fillet) aHniit tliree-riiiarters full, and the wa.trr in it can From 
time to time be renewed hy the opening /; but it is advisable not to 
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the process of distillation too faj, and to throw away the liquid 
{ in the boiler when its volume has been reduced to a fourth 
1 of what it was originally. By exceeding this limit we run 
B risk of impairing the purity of the water by the carrying over 
f some of the solid matter contained in the liquid in the boiler, 

, Circnm stances which Influence Rapidity of Evaporation. — In 
Uie case of a liquid expoaed to the aLr, and at atmospheric tempera- 
■e, the rapidity of evaporation increases with the extent of free 
rface, the dryness of the air, and the rapidity of renewal of the 
r immediately above the surface. 
1 the case of a liquid evaporated by hDiliiig, the quantity evapo- 
I in a given time is proportional to the heat received. This 
ipends upon the inten-sity of the source of heat, the facility with 
1 heat passes through the aides of the vessel, and the area of 
Kiting surface, that is to say, of surface (or more properly lamina) 
1 is in contact with the liquid on one side, and with the souree 
at on the other. 
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397. Pressure of Aqueous Vapour. — The knowledge of the maximun) 
pressure of the vapour of water at various temperatures is important, 
not only from a theoretical, but also from a practical point of view, 
inasmuch as this pressure is the motive force in the steam-engine. 
Experiments for determining it have accordingly been undertaken 
by several experimenters in different countries. The researches con- 
ducted by Regnault are especially remarkable for the range of tem- 
perature which they embrace, as well as for the number of observa- 
tions which they include, and the extreme precision of the methods 
employed. Next to these in importance are the experiments of 
Magnus in Germany and of Fairbaim and Tate in England. 

898. Dalton's Apparatus. — The first investigations in this subject 
which have any pretensions to accuracy were those of Dalton. The 
apparatus which he employed is represented in Fig. 258. Two baro- 
metric tubes A and B are inverted in the same cistern H; one is an 
ordinary barometer, the other a vapour-barometer; that is, a baro- 
meter in which a few drops of water have been passed up through 
the mercury. The two tubes, attached to the support C D, are sur- 
rounded by a cylindrical glass vessel containing water which can be 
raised to different temperatures by means of a fire. The first step 
is to fill the vessel with ice, and then read the difference of level of 
the mercury in the two tubes. This can be done by separating the 
fragments of ice. The difference thus observed is the pressure of 
aqueous vapour at zero Centigrade. The ice is then replaced by 
water, and the action of the fire is so regulated as to give different 
temperatures, ranging between 0° and 100° C, each of which is pre- 
served constant for a few minutes, the water being at the same time 
well stirred by means of the agitator jp g^, so as to insure uniformity 
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Jof tempemture throughout the whole mass. The difference of level 
in thp two barometers is read off in e-ach case; and we have thus the 
means of constructing, with the aid of 
-aphical or numerical interpolation, 
I. complete table of vapour-pressures 
mm 0° to 100° C. At or about this 
ptter temperature the mercury in the 
Bpour-barometer falls to the level uf 
; and the method is there- 
! inapplicable for higher tempera- 
Such a table was constructed 
f Dalton- 

)9. Bef nault's Modiflaations. — Dal- 
i method has several defects. In 
Bie first place, it is impossible to in- 
ire that the temperature shall be 
rerywhere the same in a column a.s 
; BB that which is formed by the 
'apour at 70°, 75°, and higher tempera- 
tures. In the second place, there is 
always a good deal of unceitainty in 
the difference of level 
rough the sides of the cylindviriil 
Regnault employed tLi- 
^lethod only up to the tempei-aturc 
of 50° C. At this temperature the 
pressure of tlie vapour is only about 

9 centimetres (less than 4 inches) of mercury, and it is thus I 
necessaiy to heat the barometers throughout their Pntire length. 
The improved apparatus is represented in Fig. 259. 'ITie two baro- 
metric tubes, of an interior diameter of 14 millimetres, traverse two 
holes in the bottom of a metal box. In one of the sides of the box 
is a large opening closed with platc-glass, through which the necessary 
Ljjbservations can be made with great accuracy. On account of the 
bortness of the liquid column it was very easy, by bringing a apirit- 
mp within difi'erent distances of the bos, to maintain for a suffi- 
<aent time any temperature between 0° and 50° C. 

The difference of level between the two mercurial columns should 
te reduced to 0° C. by the ordinary correction. We should also take 
intio consideration the short column of water which is above the 
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mercury in the vapour barometer, and which, by ite weight, produces 
a depression that may e^ndently be expressed in mercury by dividing 
the height of the column by 13'50. 

To adapt thia apparatus to low tempi ■nituri.'.i, it is modified in the 
following way. The upper extre- 
naity of the vapour barometer tube 
is drawn out and connected with a 
FimaU copper tube of three branches, 
one of which communicates with 
an air-pump, and anotlier witi a 
glass globe of the capacity of about 
JiOn cubic centimetres. In the 
interior of this globe is a small 
bulb of thin glass containing water, 
from which all the air has been 
expelled by boiling. The glolie is 
several times exhausted of air, and 
after each exhaustion is refilled 
with air which has been passed 
over desiccating substances. After 
the last exhaustion, the tube which 
establishes communication with 
the air - pump is hermetically 
■^i.'iiled, the box is filled with ice, 
.■ind the pressure at zero of the 
ilry air left behind in the globe 
l>y the air-pump is measured; it 
i^ of course exceedingly smalL 
Heat is then applied to the globe, 
the little bulb bursts, and the 
globe, together with the space 
above the mercury, is filled with vapour. Tliis form of apparatus 
can also be employed for temperatures up to 50°, the only ditTerenca 
being that the ice is replaced by water at difl'erent temperatures, 
allowance being made, in each case, for the elastic force of the 
unexhausted air. 

In the case of temperatures below zero, the box is no longer 
required, and the globe alone is placed in a vessel containing a freez- 
ing-mixture. The barometric tubes are surrounded by the air of the 
apartment. 
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Jn thia case the space occupied by the vapour is at two different 
fcemperaturea in diU'erent parts, but it is evident that equilibrimii 
a exist only when the pressure la the same throughout. But the 
pressure of the vapour in the globe can never exceed the maximuui 
3 for the actual temperature; thia must therefore be the prea- 
lure throughout the entire space, and is connequoutly that which 
(orresponcis to the difference of level observed. 
In reality what happens is as follows: — The low temperature of 
5 globe causes some of the vapour to condense; equilibrium is 
insequently destroyed, a fresh quantity of vapour is produced, entera 
e, and is there condensed, and so on, until the pre.saure is 
(Verywhere the same as the maximum pressure due to the tempera- 
lure of the globe. This condensation of vapour in the cold part of 
the space was utilized by Watt in the steam-engine; it is the pri/n- 
ciple of the condenaei: 

Before Regnault, Gay-Lussac had already turned this principle to 
account in a similar manner for the measui'ement of low temperatures. 
By using chloride of calcium mixed with succe.ssively inci'easing 
quantities of snow or ice, the temperature can be brought as low as 
— 32° C ( — 25'fi° F.}, and it can be ahown that the pressure of the 
vapour of water is quite appreciable even at this point. 

400. Keasarement of Pressures for Temperatures above 50' . — In 
aivestigatinig the maximum pressure of the vapour of water at tem- 
ieratures above 50°, Regnault made use of the fact that the pressure 
f the steam of boiling water is equal to the external pressure. 
His apparatus consists (Fig. 2tiO) of a copper boiler containing 
■ which can be raised to different temperatures indicated by 
Y delicate thermometers. The vapour produced passes through a 
iube inclined upwards, whicli is kept cool by a constant current of 
ipater; in this way the experiment can be continued for any length 
E time, as the vapour formed by ebullition is condensed in the tube, 
md flows back into the boiler. The tube leads to the lower part of 
I lai^'e reservoir, in which the air can be either rarefied or com- 
l at will. ThLs reservoir is in communication with a mano- 
The apparatus sJiowii in the figure is that employed for 
isures not exceeding 5 atmospheres. Much greater pressures, 
ixtending to 28 atmospheres, can be attained by simply altering the 
dimensions of the apparatus without any change in its principle. 
The manometer employed in this case was the same as that used in 
wtinr; Boyle's law, consisting of a long column of mercury (§ 221). 
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Temperatures 
Ceutigrade. 



30*' 

35 

40 

46 

60 

56 117-47 

60 148-70 

65 186-94 



FressureBin 

Millimetres of 

Mercury. 

. 81-65 

. 41-82 

. 64-91 

. 71-39 

. 91-98 



Temperatures 
Centigrade. 



100° 

121 

134 

144 

152 

159 

171 



Pressures in 
Atmospheres. 

. 1 

. 2-025 

. 8-008 

. 4-000 

. 4-971 

. 5-966 

. 8-036 



Pressures in 

Millimetres of 

Mercury. 

70" 238-09 

75 288-51 

80 354-64 

86 433-04 

90 525-45 

96 633-77 

100 760-00 



Pressures in 
Atmospheres. 

180" 9-929 

189 12-126 

199 15-062 

213 19-997 

225 25-125 

239 27-534 



401. Curve of Steam-pressure. — The comparison of these pressures 
with their corresponding temperatures affords no clue to any simple 
relation between them which might be taken as the physical law 
of the phenomena. It would appear that the law of variation of 
maximum pressures is incapable of being thrown into any simple 
expression — judging at least from the failure of all efforts hitherto 
made. An attentive examination of the above table will enable us 
to assert only that the maximum pressure varies very rapidly with 
the temperature. Thus be- 
tween 0° and 100° the variation 
is only 1 atmosphere, but be- 
tween 100° and 200° it is about 
15, and between 200° and 230° 
about 13 atmospheres. 

The clearest way of repre- 
senting to the mind the law 
according to which steam-pres- 
sure varies with temperature, 
is by means of a curve whose 
ordinates represent steam-pres- 
sures, while the abscissae re- 
present the corresponding tem- 
peratures. Such a curve is exhibited in Fig. 261. Lengths propor- 
tional to the temperatures, reckoned from 0° C, are laid off on the 
base-line (called the line of abscissae), and perpendiculars (called ordi- 




Fig. 261. 
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nates) are erected at their extremities, the lengths of these perpendi- 
culars being made proportional to the steam-pressures. The scales 
employed for the two sets of lengths are of course quite independent 
of one another, their selection being merely a question of convenience. 
The curve itself is obtained by joining the extremities of the per- 
pendiculars, taking care to avoid sudden changes of direction; and 
it not only serves to convey to the mind an idea of the amounts of 
pressure and their rates of variation at different temperatures, but 
also furnishes the readiest means of determining the pressures at 
temperatures intermediate between those of observation (see § 177). 
It will be noticed that the curve becomes steeper as the tempera- 
ture increases, indicating that the pressure increases faster at high 
than at low temperatures. 

402. Empirical FormulsB. — Though all attempts at finding a rational 
formula for steam-pressure in terms of temperature have hitherto 
failed, it is easy to devise empirical formulae which yield tolerably 
accurate results within a limited range of temperature; and by 
altering the values of the constants in such a formula by successive 
steps, it may be adapted to represent in succession the different por- 
tions of the curve above described. 

The simplest of these approximate formulae^ is that of Dulong and 
Arago, which may be written — 

/40 + OV /40 + FV 

\-U0-) "' 1-252-)' 

ana gives the maximum pressure in atmospheres, corresponding to 
the temperature C° Centigrade, or F° Fahrenheit. This formula is 
rigorously correct at 100° C, and gives increasing errors as the tem- 
perature departs further from this centre, the errors amounting to 
about 1| per cent, at the temperatures 80° C. and 225° C. Hence it 
appears that between these limits the maximum pressure of aqueous 
vapour is nearly proportional to the fifth power of the excess of the 
temperature above —40° C. or —40° F. (for it so happens that this 
temperature is expressed by the same number on both scales). 

403. Pressures of the Vapours of Different Liquids. — Dalton held 
that the vapours of different liquids have equal pressures at temper- 
atures equally removed from their boHing-points, Thus the boiling- 
point of alcohol being 78°, the pressure of alcohol vapour at 70° 
should be equal to that of the vapour of water at 92°. If this law 
were correct, it would only be necessary to know the boiling-point 

* For a general formula, see Ranhine on Steam-engine, p. 237. 
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of any liquid in order to estimate the pressure of its vapour at any 
given temperature; but subsequent experiment has shown that the 
law is far from being rigorously exact, tbough it is approximately 
correct for temperatures differing by only a few degrees from the 
boiling-points. 

Regnault has performed numerous experiments on the vapour- 
pressures of some of the more volatile liquids, employing for this 
purpose the same form of apparatus which had served for deter- 
mining the pressures of aqueous vapour. The following are some of 

his results: — 

Vapour op Aloohol. 



Temperatures 
Centigrade. 


Pressures in 
Millimetres. 


Temperatures 
Centigrade. 


Pressures in 
Millimetres. 


-20'' . . . 


. . . 3-24 


+ 30* . . . . 


. . 78-52 


. . . 


. . . 12-70 


100 ... . 


. . 1697-65 


+ 10 . . . 


. . . 24-23 


155 . . . . 


. . 6259-19 




Vapoub of Ether. 




-20° . . . 


. . . 68-90 


+ 30" . . . . 


. . 634-80 


. . . 


. . . 184-39 


100 ... . 


. . 4953-30 


+ 10 . . . 


. . . 286-83 


120 ... . 


. . 7719-20 




Vapour op Sulphide of Carbon. 




-20° . . 


. . . . 47-30 


+ 30" . . . . 


. . 434-62 


. . . 


. . . . 127-91 


100 ... . 


. . 3325-15 


+ 10° . . . 


. . . 198-46 


150 ... . 


. . 9095-94 



404. Expression of Vapour -pressure in Absolute Measure. — The 
maximum pressure of a given vapour at a given temperature is, from 
its very nature, independent of geographical position, and should 
therefore, properly speaking, be denoted by one and the same number 
at all places. This numerical uniformity will not exist if the pressure 
be expressed, as in the preceding sections, in terms of the length of 
a column of mercury which balances it. For example, in order to 
adapt Regnault's determinations to London, we must multiply them 
by the fraction g^f ? , inasmuch as 3456 millimetres of mercury exert 
the same pressure at London as 3457 at Paris. In general, to adapt 
determinations of pressure made at a place A, to another place B, we 
must multiply them by the fraction 

gravity at A 
gravity at B' 

For if h denote the height (in centimetres) of a column of mercury 
at 0°, which produces a pressure p (dynes per sq. cm.), and d be the 
density of mercury at 0°, we have (§ 139) 

p—ghd. 
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Hence, in order that p may be the same at different places, the values 
of gh must be the same ; in other words, h must vary inversely as g, 

405. Laws of Combination by Volume. — It was discovered by Gay- 
Lussac, that when two or more gaseous elements at the same tem- 
perature and pressure enter into chemical combination with each 
other, the two following laws apply: — 

1. The volumes of the components bear a very simple ratio to each 
other, such as 2 to 3, 1 to 2, or 1 to 1. 

2. The volume of the compound has a simple ratio to the sum of 
the volumes of the components. 

Ammonia, for example, is formed by nitrogen and hydrogen unit- 
ing in the proportion of one volume of the former to three of the 
latter, and the volume of the ammonia, if reduced to the same pres- 
sure as each of its constituents, is just half the sum of their volumes. 
Further investigation has led to the conclusion (which is now gene- 
rally received, though hampered by some apparent Exceptions), that 
these laws apply to all cases of chemical combination, the volumes 
compared being those which would be occupied respectively by the 
combining elements and the compound which they form, when 
reduced to the state of vapour, at such a temperature and pressure 
as to be very far removed from liquefaction, and consequently to 
possess the properties of what we are accustomed to call permanent 
gases. 

It is obvious that if all gases and vapours were equally expansible 
by heat, the volume-ratios referred to in this law would be the same 
at all temperatures; and that, in like maimer, if they were all equally 
compressible (whether obeying Boyle's law, or departing equally 
from it at equal pressures), the volume-ratios would be independent 
of the pressure at which the comparison was made. 

In reality great differences exist between different vapours in both 
respects, and these inequalities are greater as the vapours are nearer 
to saturation. It is accordingly found that the above laws of volume- 
ratio often fail to apply to vapours when under atmospheric pressure 
and within a few degrees of their boiling-points, and that, in such 
cases, a much nearer fulfilment of the law is obtained by employing 
very high temperatures, or operating in inclosures at very low pres- 
sures. 

406. Relation of Vapour-densities to Chemical Equivalents. — Chem- 
ists have determined with great accuracy the combining proportions 
by weight of most of the elements. Hence the preceding laws can 
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e readily tested for bodies which usually exist in the solid or liquid 
orm, if we are able to compare the densities of their vapours. In 
act, if two such elements combine in the ratio, by weight, of w^ to w^ 
me have 



j, Uj dj dj denoting the volumes and densities of the vapours of 
weights WJi Wj of the two substances. 
Hence we have the eouation— ■ 



which gives tiie required volume-ratio of the vapours, if the ratio of 
their densities be. known. 

The densities themselves will differ enormously according to the 
reasure and temperature at which they are taken, but their ratio 
pill only vary by compai'atively amall amounts, and would not differ 
t all if they were equally expansible by heat, and equally com- 
Bsaible. Hence comparison will be facilitated by tabulating the 
ratios of the densities to that of some standard gas, namely air, under 
iie same conditions of pressure and temperature, rather than the 
Absolute densities. This is accordingly the course which is generally 
rsued, 80 generally indeed, that by the vapour-denaity of a, sub- 
)ance is commonly under- 
bood the relative density 
S measured by this ratio. 
The process most fre- 
[uently employed for the 
letei-mination of this ele- 
ment is that invented by 
~)uma8. 
407. DumaB' Method. — 
■The apparatus consists of 
gla-ss globe B, contain- 
the substance which 
to be converted into 
vapour. 

The globe is placed in 
a vessel C, containing some 
liquid which can be raised to a suitable temperature. If the sub- 
stance to be operated on is one which can be vaporized at 100° C, 
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the bath consists simply of boiling water. When higher tempera- 
tures are required, a saline solution, oil, or a fusible alloy is employed. 
In all cases, the liquid should be agitated, that its temperature may 
be the same in all parts. This temperature is indicated by the 
thermometer t. 

When the substance in the globe has attained its boiling-point, 
evaporation proceeds rapidly, and the vapour escapes, carrying out 
the air along with it. When the vapour ceases to issue, we may 
assume, if the quantity of matter originally taken has been suffi- 
ciently large, that all the air has been expelled, and that the globe 
is full of vapour at the temperature given by the thermometer, and 
at the external pressure H. The globe is then hermetically sealed 
at the extremity p of the neck, which has been previously drawn 
out into a fine tube. 

408. Calculation of the Experiment. — As already remarked, the 
densities of vapours given in treatises on chemistry express the ratio 
of the weight of a given volume of the vapour to that of the aame 
volume of air at the same temperature and pressure. In order to 
deduce this ratio from the preceding experiment, we must first find 
the weight of the vapour. This is done by weighing the globe with 
its contents, after allowing it to cool. Suppose the weight thus found 
to be W. Before the experiment the globe had been weighed full of 
dry air at a known temperature t and pressure h. Suppose this 
weight to be W'; the difference W — W' evidently represents the 
excess of the weight of the vapour above that of the air. If, then, 
we add W— W' to the weight of the air, we shall evidently have the 
weight of the vapour. Now the weight of the air is easily deduced 
from the known volume of the globe. If V denote this volume at 
zero expressed in litres, the weight in grammes of the air con- 
tained in the globe at the time of weighing is 

K denoting the coefficient of cubical expansion of glass, and a the 
coefficient of expansion of air. The weight of the vapour contained 
in the globe is consequently 

Let H be the pressure and T the temperature at the time of sealing 
the globe. The volume occupied by the vapour under these circum- 
stances was V (l + KT). The density of the vapour will therefore 
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he obtained by dividing A by the weight of this volume of air at the 
same temperature and pressure. But this weight is 

A- V(1+KT). 1-293.1-^.^; 

hence, finally, the required relative density is 

A_W-W' + V (1 + KO. 1-293. ^-l^^ . 4 

jj — . / — » - — — • 

V(1 + KT). 1-293.1-^. 7^0 

The correctness of this formula depends upon the assumption that 
no air is left in the globe. In order to make sure that this condi- 
tion is fulfilled, the point p of the neck of the globe is broken oflT 
under mercury; the liquid then rushes in, and, together with the 
condensed vapour, fills the globe completely, if no air has been left 
behind. 

This last operation also affords a means of calculating the volume V; 
for we have only to weigh the mercury contained in the globe, or to 
measure it in a graduated tube, in order to ascertain its volume at 
the actual temperature, whence the volume at zero can easily be 
deduced. 

409. Example. — In order better to illustrate the method, we shall 
take the following numerical results obtained in an investigation of 
the vapour-density of sulphide of carbon: — 

Excess of weight of vapour above weight of air, W — W = '3 gramme ; 
temperature of the vapour T=59°; external pressure E[=752*5 milli- 
metres; volume of the globe at a temperature of 12°, 190 cubic centi- 
metres; temperature of the dry air which filled the globe at the time 

of weighing, t=15°; pressure h=76o; K=j^y^. 
The volume V of the globe at zero is 

190 



1 + -^^ 

38700 



= 189-94 cubic centimetres = '18994 litre. 



The weight of the air contained in the globe is 

•18994 X 1-293 . (l + 3^) . 1^15^00366 * S= '23442 gramme. 

Weight of the vapour, 

•23442 + W - W = -53442 gramme. 

The weight of the same volume of air at the same temperature and 
pressure is 

/ , 59 \ 1 752-5 

•18994 X 1-293 ( 1 + ^^^) • 1^.00366 x 59 ' TeT = '20019 gramme. 
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The density is therefore 



•^3^^2^2.67. 



•20019 

Deville and Troost have effected several improvements in the ap- 
plication of Dumas' method to vapours at high temperatures. These 
temperatures are obtained by boiling various substances, such as 
chloride of zinc, cadmium, which boils at 860° C, or zinc, which boils 
at 1040° C. For temperatures above 800°, the glass globe is replaced 
by a globe of porcelain, which is hermetically sealed with the oxy- 
hydrogen blowpipe. The globe itself serves as a pyrometer to deter- 
mine the temperature; and since the weight of air becomes very 
inconsiderable at high temperatures, some heavier vapour, such as 
that of iodine, is substituted in its place. If we suppose, as we may 
fairly do, that at these high temperatures the coefficient of expansion 
of the vapour of iodine is the same as that of air, the temperature 
may easily be deduced from the weight of iodine contained in the 
globe. We subjoin a table of some relative densities of vapours 
obtained by this method: — 



Water, 0-622 

Alcohol, 1-6138 

Ether, 2*586 

Spirit of turpentine, . . 5*0130 

Iodine, 8*716 

Sulphur, 2*23 



Phosphorus, . . . 
Cadmium, .... 
Chloride of aluminium. 
Bromide of aluminium, 
Chloride of zirconium, 
Sesquichloride of iron, 



4-5 

3*94 

9*347 

18*62 
8*1 

11*39 



• 410. Limiting Values of Relative Densities. — In investigating the 
relative density of acetic acid vapour, Cahours found that it went 
on decreasing as the temperature increased, up to a certain point, 
beyond which there was no sensible change. A similar circumstance 
is observed in the case of all substances, only in different degrees. 
The vapour of sulphur, for instance, has a relative density of 6*65 at 
500° C, while at about 1000° C. it is only 2-23. This indicates that 
the vapours in question are more expansible by heat than air until 
the limiting temperatures are attained. It is probable that the 
nearer a vapour is to its critical point (§ 380) the greater is the 
change produced in its absolute density by a given change whether 
of temperature or pressure. The limiting density-ratio is always 
that which it is most important to determine, and we should conse- 
quently take care that the temperature of the vapour is sufficiently 
high to enable us to obtain it. 

411. Ga.y-Lu8sac's Method. — Gay-Lussac determined the density of 
the vapour of water and of some other liquids by a method a little 
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5 complicated than that described above, and which for that 
json has not been generally adopted in the laboratoiy. We proceed 
a describe it, however, on account both of its historical interest and 
i the importance of the question which it has assisted in solving. 

A graduated tube divided into cubic centimetres, suppose, is tilled 
with mercury, and inverted in a cast-iron vessel containing the same 
liquid. The inverted tube is surrounded by a glass envelope eon- 
jig water, as in Dalton's apparatus. A small glass bulb contain- 
f a given weight w (expressed in grammes) of distilled water is 
ssed into the tube, and rises to the , 

Eace of the mercury. The tempera- 
ture of the apparatus is then raised by 
B below, the bulb bursts, 
md the water which it contained is 
fcnverted into vapour. If the quan- 
Bty of water be not too gi'eat, it is all 
inverted into vapour; this is known 
t be the ca^^e when, at the tempera- 
ire of about 100°, the mercury stands 
tgber in the tube than in the vessel, 
if there were any liquid water 
resent, the space would be saturated, , 
and the pressure of the vapour would Fig. aia -Oaj luiMo'i Apparaiiis. 
be equal to the external pressure. 

This arrangement accordingly gives the weight of a known volume 
of the vapour of water. This volume, in cubic centimetres, is 
V (l-l-KT), where V denotes the number of divisions of the tube 
occupied by the vapour, each of which when at the temperature 
zero represents a cubic centimetre. The temperature T is marked 
by a thermometer immei-sed in the water contained in the enve- 
lope. The pressure of the vapour is evidently equal to the external 

■8 the height of the mercury in the tube. 
[ In ordei' to find the relative density, we must divide w by the 
fieight of a volume V (1 + KT) of air at the temperature T and pres- 
fcreH-A, giving 




V (i+ET)x-ooiaesx 



r It may be remarked that the vapour in this experiment is super- 
Mkted; but superheated vapour of water obeys Boyle's law, and has 
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therefore the aame relative density as saturated vapour at the same 
temperature. 

The relative density of the vapour of water, as thus determined 
hy Gay-Lussoc, is about |, or "625. Several recent investigations 
have given bm a mean result '622, which agrees with the theoretical 
density deduced from the composition o£ water.^ 

413. Meyer's Method. — Victor Meyer has invented a method of 
determining vapour densities, which is illustrated by Fig. 264. His 
apparatus consists of a flask B with a long narrow neck, from 
which a fine tube branches off near the top, and bends down under 
the surface of mercury. A graduated glass 
jar D filled with mercury can be inverted 
over the end of the branch tube. 

The first operation is to heat the flask 
by means of a surrounding bath to the 
temperature at which it is intended to 
form the vapour. This operation expands 
the air and expels a portion in bubbles 
through the mercury. This portion may 
be allowed to escape into the atmosphere, 
and when no more bubbles issue, but equi- 
librium of pressm-e has been established, 
the graduated jar is to be inverted over 
the end of the tube ready for the second 
operation, which consists in introducing 
, the substance to be vaporized into the 
Hg. Ml.— MeyWs AppBratni. flssk, the indian-rubber plug C at the 
top of the neck being removed for this 
purpose and quickly replaced. The formation of the vapour expels 
more air through the mercury, and this air must be collected in the 
graduated jar. 

Comparing the contents of the flask when this operation has been 
completed with its contents before the plug was drawn, it is obvious 
that the vapour has taken the place of air at the same temperature 
and pressure. The relative vapour density will therefore be the 
quotient of the mass of the vapour by the mass of the air displaced. 
The mass of the vapour is known, being the same as that of the 

' Water is composed of 2 rolumee of hydrogen, &nd 1 volume of oxygen, forming 2 
volumes of vapour of water. The sum of ths densitj of oxygen and twice the density of 
hydrogen is 1-244, and the halt of this is exactly 'S2i — H. 




star 



I nav 

* van 



Lbstance introduced into the flask ; and the mass o£ the air displaced 
known, being the same as that of the ah- collected iu the graduated 
In the figure, A represents a small tube containing the sub- 
stance to be vapuiized, and asbestos is placed at the bottom of the 

ik to prevent the latter from being broken when this tube is 

ipped in. 

413. Volume of Vapour fo: med by a. given Weight of Water. — Wheu 
;he density of the vapour of water is known, the increase of volume 
which occurs when a given quantity of water passes into the state 
of vapour may easily be calculated. Suppose, for instance, that we 
wish to find the volume which a cubic centimetre of water at 4° will 
occupy in the state of vapour at 100°. At this temperature the 
pressure of the vapour is equal to one atmosphere, and its weight is 
equal to ■622 times the weight of the same volume of air at the same 
temperature aud pressure. If then V be the volume in litres, we 
have (in grammes) 



= 1-098 lit^ieflS cubic 



[ence we see that water at 4° gives about 1700 times its volume of 
vapour at 100° C. 

The latent heat of evaporation is doubtless connected with this 
increase of volume; and it may be remarked that both these elements 
appear to be greater for water than for any other substance. 

414. Heat of Evaporation. — The latent heat oi' evaporation of 
water, and of some otht-r hquids, can be determined by means of 
Despretz's apparatus, whicli is shown in Fig. 265. 

The liquid is boiled in a retort C, which is connected with a worm S 
surrounded by cold water, and terminating in the reservoir R. The 
vapour is condensed in the worm, and collects in the reservoir, whence 
it can be drawn by means of the stop-cock r. The tube T, which is 
fitted with a ttop-cock r', sei'ves to establish communication between 
the reservoir and the atmosphere, or between the reservoir and a 
space where a fixed pressure is maintained, so as to produce ebulli- 
tion at any temperature required, as indicated by the thermometer 
t. A is an agitator for keeping the water at a uniform temperature, 
indicated by the thermometer f. 

In using the apparatus, the first step is to boil the liquid in the 
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retort, and when it ia Id active ebullition, it is put in communication 
with tiie worm. The temperature of the calorimeter has previously 
been lowered a certain number of degrees below that of the surround- 
ing air, and the experiment ceases when it has risen to the same 
number of degrees above. The compensation may thus be considered 
att complete, since the rate of heating is nearly uniform. 

If W be the equivalent of the calorimeter in water, t its initial 
temperature, 9 its final temperature; then the quantity of heat gained 
by it is W {0—t). This heat comes partly from the latent heat dis- 
engaged at the moment of condensation of the vapour, partly from 
the loss of temperature of the condensed water, which sinks from T, 
the boiling-point of the liquid, to the temperature of the calorimeter. 
If, then,ic denote the latent heat of evaporation, w the weight of the 




liquid collected in the box R, and c its specific heat, we have the 
equation 

W(fl-() = iox + i«(T-e). 

Tills experiment is expo-ied to some serious causes of error. The 
calorimeter may be heated by radiation from the screen F which 
protects it from the direct radiation of the furnace. Heat may also 
be propagated by means of the neck of the retort. Again, the vapour 
is not dry when it passes into the worm, but carries with it small 
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drops of liquid. Finally, some of the vapour may be condensed at 
the top of the retort, and so pass into the worm in a liquid state. 
This last objection is partly removed by sloping the neck of the 
retort upwards from the fire, but it sometimes happens that this 
precaution is not suflicient. 

415. Regnault's Experiments. — The labours of Kegnault in con- 
nection with the subject of latent heat are of the greatest importance, 
and have resulted in the elaboration of a method in which all these 
sources of error are entirely removed. The results obtained by him 
are the following: — 

The quantity of heat required to convert a gramme of water at 
IOC* into vapour, without change of temperature, is 537 gramme- 
degrees. 

If the water were originally at zero, the total amount of heat 
required to raise it to 100"* and then convert it into vapour would 
evidently be 637 gramme-degrees; and it is this total amount which 
is most important to know in the appUcation of heat in the arts. 

In general, if Q denote the total quantity of heat^ required to 
raise water from zero to the temperature T, and then convert it into 
vapour at this temperiature, the value of Q may be deduced with 
great exactness from the formula 

Q=606-5 + -305T. (a) 

From what we have said above, it will be seen that if \ denote the 
latent heat of evaporation at temperature T, we must have 

Q=x+T, 
whence, by substituting for Q in (a), we have 

X=606-5--695T. {h) 

Hence it appears that latent heat varies in the opposite direction to 
temperature. This fact had been previously discovered by Watt; 
but he went too far, and maintained that the increase of the one 
was eqvyal to the diminution of the other, or, in his own words, that 
"the sum of the sensible and latent heats" (that is T-|-\) "is con- 
stant." From (a) we can find the total heat for any given tempera- 
ture, and from (6) the latent heat of evaporation at any given tern- 

* Calleil by Regnault the total heat of saturated vapour at T"*, or the total heat of 
Taporization at T°, 
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perature. The results for every tenth degree between 0'' and 230' 
are given in the following table:-— 



Temperatures 


Latent 


Total 


Temperatures 


Latent 


Total 


Centigrade. 


Heat 


Heat 


Centigrade. 


Heat 


Heat. 


0* . . . . 


606 


606 


120° .... 


522 


642 


10 










600 


610 


130 . 








615 


645 


20 . 










593 


613 


140 . 








508 


648 


80 . 










586 


616 


150 . . 








501 


651 


40 










679 


619 


160 . 








494 


654 


50 










572 


622 


170 . . 








486 


656 


60 










565 


625 


180 . , 








479 


669 


70 . 










558 


628 


190 . 








472 


662 


80 










551 


631 


200 . 








464 


664 


90 










544 


634 


210 . . 








457 


667 


100 , 










637 


637 


220 . 








449 


669 


110 










529 


639 


230 . 








442 


672 



To reduce latent heat and total heat from the Centigrade to the 
Fahrenheit scale, we must multiply by -|. Thus the latent and total 
heat of steam at 212^ F. are 966-6 and 1146-6. Total heat is 
here reckoned from 32® F. If we reckon it from 0° F., 32 must be 
added. 

The following table taken from the researches of Favre and Sil- 
bermann, gives the latent heat of evaporation of a number of liquids 
at the temperature of their boiling-point, referred to the Centigrade 
scale: — 





Boiling- 
point. 


Latent 
Heat 




Boiling- 
point 


Latent 
Heat 


Wood-spirit, . 
Absolute alcohol, 
Valeric alcohol. 
Ether. . . . 






66-5* 

78 

78 

88 

38 

113-6 
100 


264 
208 
121 

91 

58 
113-5 
169 


Acetic acid, . . 
Butyric acid, . . . 
Valeric acid, . . 
Acetic ether, . . . 
Oil of turpentine. 
Essence of citron. 




120" 
164 
176 
74 
166 
166 


102 
115 
104 
100 
69 
70 


Ethal, .... 




Valeric ether, . . 
Formic acid, . 
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HYGROMETRY. 



416. Humidity. — The condition of the air as regards moisture 
involves two elements: — (1) the amount of vapour present in the air, 
and (2) the ratio of this to the amount which would saturate the air 
at the actual temperature. It is upon the second of these elements 
that our sensations of dryness and moisture chiefly depend, and it is 
this element which meteorologists have agreed to denote by the term 
hv/midity; or, as it is sometimes called, relative humidity. It is 
usually expressed as a percentage. 

The words humid and moisty as applied to air in ordinary lan- 
guage, nearly correspond to this technical use of the word hum^idity; 
and air is usually said to be dry when its hv/midity is considerably 
below the average. In treatises on physics, "dry air'* usually 
denotes air whose humidity is zero. 

The air in a room heated by a hot stove contains as much vapour 
weight for weight as the open air outside; but it is drier, because its 
capacity for vapour is greater. In like manner the air is drier at 
noon than at midnight, though the amount of vapour present is about 
the same ; and it is for the most part drier in summer than in winter, 
though the amount of vapour present is much greater. 

It is to be borne in mind that a cubic foot of air is able to take 
up the same amount of vapour as a cubic foot of empty space; and 
"relative humidity" may be defined as the ratio of the mass of vapour 
actually present in a given space, to the mass which would saturate 
the space at the actual temperature. 

Since aqueous vapour fulfils Boyle's law, these masses are propor- 
tional to the vapour-pressures which they produce, and relative 
humidity may accordingly be defined as tite ratio of the actual 
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vapour-pi'essure to the maayimuTn vapour-pressure for the actual 
temperature, 

417. Simultaneous Changes in the Dry and Vaporous Constituents. — 
When a mixture of air and vapour is subjected to changes of tem- 
perature, pressure, or volume which do not condense any of its 
vapour, the two constituents are similarly affected, since they have 
both the same coefficient of expansion, and they both obey Boyle's 
law. If the volume of the whole be reduced from Vi to V2 at constant 

pressure, both the densities will be multiplied by ^, and hence, by 

Boyle's law, the pressures will also be multiplied by ^\ If, on the 
other hand, the temperature be altered from ^1 to ^2 without change 
of volume, both the pressures will be multiplied by fr^- The ratio 

of the vapour-pressure to the dry-air pressure remains unchanged in 
both cases. 

If the changes of volume and temperature are effected simultane- 
ously, each of the pressures will be multiplied by ^^ yt^> ^^^ *^^ 

total pressure will be multiplied by the' same factor. If the total 
pressure remains unchanged, as is the case when there is free com- 
munication between the altered air and the general atmosphere, both 
the dry-air pressure and the vapour-pressure will therefore remain 
unchanged. 

418. Dew-point. — When a mixture of dry air and vapour is cooled 
down at constant pressure until the vapour is at saturation, the 
temperature at which saturation occurs is called the dew-point of 
the original mass; and if the mixture be cooled below the dew-point, 
some of the vapour will be condensed into liquid water or solid ice. 

The reasoning of the preceding section shDws that the process of 
cooling down to the dew-point does not alter the vapour-pressiu*e. 
The actual vapour-pressure in any portion of air is therefore equal 
to the rtiaximum vapour-pressure at the dew-point 

When air is confined in a close vessel, and cooled at constant 
volume, its pressure and density at any given temperature, and the 
pressures and densities of its dry and vaporous constituents, will be 
less than if it were in free communication with the atmosphere. 
Hence its vapour will not be at saturation when cooled down to 
what is above defined as the dew-point of the original mass, but a 
lower temperature will be requisite. 

419. These conclusions can also be established as follows: — 
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Let P denote the pressure of the mixture, 

p „ the pressure of the vaporous constituent, 
V „ the volume, 

T „ the temperature reckoned from absolute zero on the 
air thermometer. 

Then for all changes which do not condense any of the vapour 

VP . , Vp . 

-m 18 constant^ and -j^ is constant. 

When P is also constant, we have m constant, and therefore jp con- 
stant. 

On the other hand, when V is constant, p will vary as T, and will 
diminish as T diminishes. 

420. Hygroscopes. — Anything which serves to give rough indica- 
tions of the state of the air as regards moisture may be called a 
hygroscope {vypog, moist). Many substances, especially those which 
are composed of organic tissue, have the property of absorbing the 
moisture of the surrounding air, until they attain a condition of 
equilibrium such that their aflSnity for the moisture absorbed in 
exactly equal to the force with which the latter tends to evaporate. 
Hence it follows that, according to the dampness or dryness of the 
air, such a substance will absorb or give up vapoiu*, either of which 
processes is always attended with a variation in the dimensions of the 
body. The nature of this variation depends upon the peculiar struc- 
ture of the substance; thus, for instance, bodies formed of filaments 
exhibit a greater increase in the direction of their breadth than of 
their length. Membranous bodies, on the other hand, such as paper 
or parchment, formed by an interlacing of fibres in all directions, 
expand or contract almost as if they were homogeneous. Bodies 
composed of twisted fibres, as ropes and strings, swell under the 
action of moisture, grow shorter, and are more tightly twisted. The 
opposite is the case with catgut, which is often employed in popular 
hygroscopes. 

421. Hygrometers. — Instruments intended for furnishing precise 
measurements of the state of the air as regards moisture are called 
hygrometers. They may be divided into four classes: — 

1. Hygrometers of absorption, which should rather be called 
hygroscopes. 

2. Hygrometers of condensation, or dew-point instruments. 

3. Hygrometers of evaporation, or wet and dry bulb thermo- 
meters. 
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4, Chemical hygrometers, for directly measuring the weight of 
vapour in a given volume of air. 

422. Db Sanssure's Hygrometer. — The beat hygrometer of absorp- 
tion is that of De Saussure, consisting of a hair deprived of grease, 
which by its contractions moves a needle (Fig. 266). When the 
hair relaxes, the needle is caused to move in the opposite direction 



Fig. lee. 




Bauuure'a Hygrosi^upi 




Fig. ae7.-Moniil 



by a weight, which serves to keep the hair always equally tight. 
The hair contracts as the humidity increases, but not in simple pro- 
portion, and Rfignault's investigations have shown that, unless the 
most minute precautions are adopted in the construction and gradua- 
tion of each individual instrument, this hygrometer will not furnish 
definite numerical measures. 

Fig. 267 represents Monnier's modification of De Saussure's 
hygrometer, in which the hair, after passing over four pulleys, is 
attached to a light spring, which serves instead of a weight, and 
gives the advantage of portability. 

These instruments are never employed for scientific purposes in 
this country. 

423. Dew-point Hydrometers. — These are instruments for the 
direct observation of the dew-point, by causing moisture to be con- 
densed from the air upon the surface of a body artificially cooled to 
a known temperature. 
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The dew-point, which is itself an impoi-tant element, gives directly, 
IS we have seen in § 418, the pressure of vapour; and if the temper- 

I aturj of the air is at the same time observed, the pressure requisite 

I for saturation is known. The ratio of the former to the latter is 

I the humidity. 

434. Dines' Hydrometer, — One of the best dew-point hygrometers 
is that recently invented by Mr. Dines, shown both in perspective and 

I in section in Figs. 2C8, 269. 

I Cold water, with ice, if neces- 

I -sary, is put into the re.^er- 

I voir A, and by turning on the 
tAp B this water is allowed 
to flow through the pipo C 
into the small double cham- 

. ber D, the top of which, E, is 

I formed of thin black glass, 

I on whidi the smallest film 

I of dew is easily percei' 

1 After flowing under the blatk 

I glass and around the bulb of 
thermometer which lies 

I immediately below it, the 

I water escapes through a discharge pipe, and can be received in 
., fi-om which it may again be poured into the reservoir A. 

I As soon as any dew i.s seen on the black glass, the thermometer 

■ should be read, and the tap turned off, or partly off, until the dew 

^disappears, when a second reading of the thernioineter should be 
aken. 
The mean of the two will be appro si mately the dew-point; and 

I in order to obtain a good determination, matters should be so 

• managed as to make the temperatures of appearance and disappear- 
ance nearly identical. 

425. Daniell's Hygrometer. — Daniell's hygrometer has been very 
ext.ensively used. It consist? of a bent tube with a globe at each 
end, and is partly filled with ether. The rest of the space is occu- 
pied with vapour of ether, the air having been expelled. One of 
the globes A is made of black glsits, and contains a thermometer (. 
The method of using the instrument is as follows: — The whole of 

I the liquid in first passed into the globe A, and then the other globe 

I B, which b covered with muslin, is moistened externally with ether. 
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The evaporation of this ether, from the mushn causes a condensa- 
tion of vapour of ether in the interior of -the globe, which produces 
a fj-eah evaporation from the surface of the 
liquid in A, thus lowering the temperature of 
that part of the instrument By carefully 
watching the surface of the globe, the exact 
moment of the deposition of dew may be 
ascertained. The temperature ia then read on 
the inclosed thermometer. 

If the instrument be now left to itself, the 
exact moment of the disappearance of the dew 
may be observed; and the usual plan is to 
take the mean between this temperature and 
that first observed. The temperature of the 
surrounding air is given by a thermometer t attached to the 
stand. 

436. Begnanlt'B Hygrometer. — Eegnault's hygrometer consists (Fig. 
271) of a glass tube closed at the bottom by a very thin silver cap D. 
The opening at the upper end is closed by a cork, through which 
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passes the stem of a thermometer T, and a glass tube ( open at both 
ends. The lower end of the tube and the bulb of the thermometer 
dip into ether contained in the silver cap. A side tube establishes 
communication between this part of the apparatus and a vertical 
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I tube U V, which is itself connected with an aspirator' A, placed at a 
I convenient distance. By allowing the water in the aspirator to 
lescape, a current of air is produced through the ether, which has the 
I effect of keeping the liquid in agitation, and thus producing uniform- 
B ity of temperature throughout the whole. It also tends to Iiasten 

fvaporation ; and the cold thus produced speedily causes a deposition 
I of dew, which is observed from a distance with a telescope, thus 
I obviating the risk of vitiating the observation by the too close 
I proximity of the observei'. The observation is facilitated by the 
1 contrast ottered by the appearance of the second cap, which has no 
[■ communication with the first, and contains a theiinometer for giving 
[ the temperature of the external air. By regulating the flow of liquid 
I from the aspirator, the temperature of the ether can he very nicely 
I controlled, and the dew can be made to ap- 
I pear and disappear at temperatures nearly 
I identical The mean of the two will then 
w very accurately represent the dew-point. 

The liquid employed in Rcgnault's hygro- 
I meter need not be ether. Alcohol, a inueh 
[ less volatile liquid, will suffice. This is an 
I important advantage; for, since the boiling- 
[ point of ether is 36° C. (97° F.), it is not easy 
[ to preserve it in hot climates. 

487. Wet and Dry Bulb Hygrometer.— 
I This instrument, which is also called Mason's 
I hygrometer, and is know^n on the Continent 
.H August's psychrometer, consists (Fig. 272) 
tof two pi-eeisely similar thermometers, 
p mounted at a short distance from each 
r other, the hulh of one of them being covered 
t witJi muslin, which is kept moist by means 

of a cotton wick leading from a vessel of 

water. The evaporation which takes place wetimdii'iTTheniioniotjra. 
L' from the moiHtened bulb produces a depres- 

n of temperature, so that this thermometer reads lower than the 
[ other by an amount whicli increases with the dryness of the air. The 
^instrument must be moimted in sucli a way tliat the air can drculate 




' An ftapiiutiir in n vo 
f which is »lliiwed to es 
■sucking in air ui gu, 



M whicli tat is Bucbsd at the top to rnipplj the place of 
it the ImHflm ; or, more genernUj, it is anj uppuat 
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very freely around the wet bulb; and the vessel containing the 
water should be small, and should be placed some inches to the side. 
The level of this vessel must be high enough to furnish a supply of 
water which keeps the muslin thoroughly moist, but not high enough 
to cause drops to fall from the bottom of the bulb. Unless these 
precautions are observed, the depression of temperature will not be 
sufficiently great, especially in calm weather. 

In frosty weather the wick ceases to act, and the bulb must be 
dipped in water some time before taking an observation, so that all 
the water on the bulb may be frozen, and a little time allowed for 
evaporation from the ice, before the reading is taken. 

The great facility of observation afforded by this instrument has 
brought it into general use, to the practical exclusion of other forms 
of hygrometer. As the theoretical relation between the indications 
of its two thermometers and the humidity as well as the dew-point 
of the air is rather complex, and can scarcely be said to be known 
with certainty, it is usual, at least in this country, to effect the re- 
duction by means of tables which have been empirically constructed 
by comparison with the indications of a dew-point instrument. The 
tables universally employed by British observers were constructed 
by Mr. Glaisher, and are based upon a comparison of the simultaneous 
readings of the wet and dry bulb thermometers and of Darnell's 
hygrometer taken for a long series of years at Greenwich observatory, 
combined with some similar observations taken in India and at 
Toronto.^ 

According to these tables, the difference between the dew-point 
and the wet-bulb reading bears a constant ratio to the difference 
between the two thermometers, when the temperature of the dry- 
bulb thermometer is given. When this temperature is 53° F., the 
dew-point is as much below the wet-bulb as the wet-bulb is below 
the temperature of the air. At higher temperatures the wet-bulb 
reading is nearer to the dew-point than to the air-temperature, and 
the reverse is the case at temperatures below 53°. 

428. In order to obtain a clue to the construction of a rational 
formula for deducing the dew-point from the indications of this in- 
strument, we shall assume that the wet-bulb is so placed that its 
temperature is not sensibly affected by radiation from surrounding 
objects, and hence that the heat which becomes latent by the 

* The first edition of these Tables differs considerably from the rest, and is never used; 
but there has been no material alteration since the second edition (1856). 
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I evaporation from its siirface is all supplied by the suiruimdiiig air. 

i When the temperatui'e of the wet-hulb is falling, heat ia being con- 

r sumed by evaporation faster than it ia supplied by the air; and the 

reverse is the case when it is rising. It will suffice to consider the 

ease when it is stationary, and when, consequently, the heat con- 

■ eumed by evaporation in a given time ia exactly equal to that 

■ supplied by the air. 

Let t denote the temperature of the aii', which is indicated by the 

dry-bulb thermometer; (' the temperature of the wet-bulb; T the 

! temperature of the dew-point, and let/ f, F be the vapour-pressures 

corresponding to saturation at these three temperatures. Then, as 

I shown in § 418, the tension of the vapour present in the air at its 

actual temperature ( is also equal to F, 

We shall suppose that wind is blowing, so that continually fresh 
portions of air come within the sphere of action of the wet-bulb. 
I Then each particle of this air experiences a depression of temperature 
and an increase o£ vapour-pressure as it comes near the wet- bulb, from 
both of which it afterwards recovers as it moves away and mixes 
with the general atmosphere. 

If now it is legitimate to assume ' that this depression of tempera- 
ture and exaltation of vapour-pressure are always proportional to one 
another, not only in comparing one particle with itself at difierent 
times, but also in comparing one particle with another, we have the 
I means of solving our problem; at all events, if we may make tlie 
I additional assumptions that a portion of the air close to the wet- 
j bulb is at the temperature of the wet-bulb, and is saturated. 

On these assumptions the greatest reduction of temperatm'e of the 
[ air is i— C, and the greatest increase of vapour-pressure is/'— F, and 
I the corresponding changes in the whole ra&ss are praportional to 
|- these. The three temperatures t, t , T must therefore be so related, 
\ that the heat lost by a mass of air in cooling through the range i — t'. 
Is Just equal to the heat which becomes latent in the formation of as 
j much vapour as would raise the vapour-pressure of the mass by the 
I amount/" — F. 

' The UBumptton which Dr. Apjnhn actDsUj makes ia as fiillov^: — "When in themoist- 

I hulb bjgrometer the Btationory temperature i» attaiDud, the calorie which vapnriiea the 

r iv necessurilj eiacCly equal to that which the air imparts in desceiiding from the 

L temperature of the atmoephero to that of the moutened bulb; and the air which has 

I undergone this redtiation becomes saturated with moisture" {Tram. JLI.A. Nov. 1834). 

Thia implie«that all the sir which is affected at all is affected to the UKUciniuiu ettent^ 

■ very h&rsh suppoaitioa; hut Auguit independently make* the same asaumption. 
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Let h denote the height of the barometer, s the specific heat of 
air, D the relative density of vapour (§ 406), L the latent heat of 
steam, and let the vapour-pressures be expressed by columns of 
mercury. 

Then the mass of the air is to that of the vapour required to pro- 
duce the additional tension, as A to D (/'— F), and we are to have 

or 

/;-F=(e-OA.j^, (1) 

which is the required formula, enabling us, with the aid of a table 
of vapour-pressures, to determine F., and therefore the dew-point T, 
when the temperatures t, H of the dry and wet bulb, and the height li 
of the barometer, have been observed. The expression for the rela- 

tive humidity will be -j • 

Properly speaking, a denotes the specific heat not of dry air but of 
air containing the actual amount of vapour, and therefore depends 
to some extent upon the very element which is to be determined; 
but its variation is inconsiderable. L also varies with the known 
quantity t\ but its variations are also small within the limits which 

occur in practice. The factor j^ may therefore be regarded as con- 
stant, and its value, as adopted by Dr. Apjohn^ for the Fahrenheit 
scale, is h^tq ^^ 30 ^ 87* ^® i^\J^ obtain what is known as Ajpjohn's 
formula, 

When the wet-bulb is frozen, L denotes the sum of the latent heats 
of liquefaction and vaporization, and the formula becomes 

^ This value was founded on the best determinations which had been made at the time, 
the specific heat of air being taken as *267, the value obtained by Delaroche and Berard. 
The same value was employed by Begnault in his hygrometrical investigations. At a 
Htill later date S«gnault himself investigated the specific heat of air and found it to be 
"237. When this correct value is introduced into Begnault's theoretical formula (which 
is substantially the same as Apjohn's), the discrepancies which he found to exist betweeii 
calculation and observation are increased, and amount, on an average, to about 25 per 
cent of the difference between wet-bulb temperature and dew-point. The inference is 
that the assumptions on which the theoretical formulse are based are not accurate ; and the 
discrepancy is in such a direction as to indicate that diffusion of heat is more rapid than 
diffusion of vapour. 
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In calm weather, and also in very dry weather, the humidity, as 

^deduced from observations of wet and diy thermometera, is generally 

Btoo great, probably owing mainly to the radiation from surrounding 

9 on the wet-bulb, which makes its temperature too high. 

489. Chemical Hygrometer. — The determination of the quantity of 

■aqueous vapour in the atmosphere may be effected hy ordinary 

rChemical analysis in the following manner: — ■ 

An aspirator A, of the capacity of about 50 litres, communicates at 
■its upper end with a system of TJ-tubes 1 , 2, 3, 4, 5, 6, filled with 
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■ipieces of pumice soaked in sulphuric acid. The aspirator being full 
water, the stop-cock at the bottom ia opened, and the air which 
nentera the aspirator to take the place of the water is ohUged to pa^ 
through the tubes, where it leaves all its moisture behind. This 
moisture is deposited in the first tubes only. The last tube ia 
intended to absorb any moisture that may come from the aspirator. 
Suppose ii; to be the increase of weight of the first tubes i, 5, 6; this 
I ia evidently the weight of the aqueous vapour contained in the air 
I which has passed through the apparatus. The volimie V of this air, 
' which we will suppose to be expressed in htrea, may easily he found 
by measuring the amount of water which has escaped. Thb air 
has been again saturated by contact with the water of the aspirator, 
and the aqueous vapoui" contained in it is consequently at the maxi- 
mum pressure corresponding to the temperature indicated by a ther- 
mometer attached to the apparatus. Let this pressure be denoted 
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by /. The volume occupied by this air when in the atmosphere, 
where the temperature is T, is known by the regular formulae to 
have been 

V H-/ l + aT 
H - a; 1 + at 

X denoting the pressure of the aqueous vapour in the atmosphere, and 
H the total atmospheric pressure as indicated by the barometer; and, 
since the relative density of steam is '622, and the weight of a litre 
of air at temperature 0° C. and pressure 760 mm. is 1*293 gramme, 
the weight of vapour which this air contained must have been 

y H-/ l + aT^.293 g22. ^. — i- , 
H-aj l + a« 760 1 + aT 

which must be equal to the known weight w, and thus we have an 
equation from which we find 

w(l + a0760H 



X. 



V (H -/) X -622 X 1 -293 + w (1 + at) 760 

A good approximation will be obtained by writing 



w;= Vx 1-293 X -622^^- 

whence 

w 
a;=945y- 

This method has all the exactness of a regular chemical analysis, 
but it involves great labour, and is, besides, incapable of showing 
the sudden variations which often occur in the humidity of the 
atmosphere. It can only give the mean quantity of moisture in a 
given volume of air during the time occupied by the experiment. 
Its accuracy, however, renders it peculiarly suitable for checking 
the results obtained by other methods, and it was so employed by 
Regnault in the investigations to which we have referred in the foot- 
note to the preceding section. 

430. Weight of a given Volume of Moist Air. — The laws of vapours 
and the known formulae of expansion enable us to solve a problem 
of very frequent occurrence, namely, the determination of the weight 
of a given volume of moist air. Let V denote the volume of this 
air, H its pressure, / the pressure of the vapour of water in it, and t 
its temperature. The entire gaseous mass may be divided into two 
parts, a volume V of dry air at the temperature t and the pressure 
H — /, whose weight is, by known formulae, 

V X 1-293 xj^.^-/' 
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and a volume V of aqueous vapour at the temperature t and the 
pressure /; the weight of this latter is 

|vx 1.293x^^.4. 
The sum of these two weights is the weight required, viz. 

1 ^Af 

V X 1.293 X j^. -^gO- 

431. Batio of the Volumes occupied by the same Air when saturated 
at Different Temperatures and Pressures. — Suppose a mass of air to 
be in presence of a quantity of water which keeps it always saturated; 
let H be the total pressure of the saturated air, t its temperature, and 

V its volume. 

At a different temperature and pressure t' and H', the volume 
occupied V will in general be different. The two quantities V and 

V may be considered as the volumes occupied by a mass of dry air 
at temperatures t and t' and pressures H— /and H'— /'; we have then 
the relation 

Y _B!-f' l + a< 

In passing from one condition of temperature and pressure to another, 
it may be necessary, for the maintenance of saturation, that a new 
quantity of vapour should be formed, or that a portion of the vapour 
should be condensed, or again, neither the one nor the other change 
may take place. To investigate the conditions on which these alter-; 
natives depend, let D and D' be the maximum densities of vapour at 
the temperatures t and i! respectively. Suppose we have f >^, and 
that, without altering the pressure /, the temperature of the vapour 
is raised to t\ all contact with the generating liquid being prevented. 
The vapour will no longer remain saturated; but, on increasing the 
pressure to /', keeping the temperature unchanged, saturation will 
again be produced. This latter change does not alter the actual 
quantity of vapour, and if we suppose its coefficient of expansion to 
be the same as that of air, we shall have 

D_/ IW 
and, by multiplying together equations (1) and (2), we have 

26 
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From this result the following particular conclusions may be de- 
duced: — 

1. If H'/rzH/', VD=V'D', that is, the mass of vapour is the same 
in both cases; consequently, neither condensation nor evaporation 
takes place. 

2. If B['/>H/', VD>V'D', that is, partial condensation occurs. 

3. If Hy<H/, VD<V'D', that is, a fresh quantity of vapour is 
required to maintain saturation. In this case the formula (1) can 
only be applied when we are sure that there is a sufficient ex- 
cess of liquid to produce the fresh quantity of vapour which is 
required. 

The general formulae (1), (2), (3) furnish the solution of many 
particular problems which may be proposed by selecting some one 
of the variables for the unknown quantity. 

432. Aqueous Meteors. — The name meteor, from the Greek fjnTeupoQ^ 
aloft, though more especially applied to the bright objects otherwise 
called shooting-stars and their like, likewise includes all the various 
phenomena which have their seat in the atmosphere; for example, 
clouds, rain, and lightning. This use of the word Tneteor is indeed 
somewhat rare; but the correlative term meteorology is invariably 
employed to denote the science which treats of these phenomena, in 
fact, the science of mobttera pertaining to weather. 

By aqueous meteors are to be understood the phenomena which 
result from the condensation of aqueous vapour contained in the air, 
such as rain, dew, and fog. This condensation may occur in either 
of two ways. Sometimes it is caused by the presence of a cold body, 
which reduces the film of air in contact with it to a temperature 
below the dew-point, and thus produces the liquefaction or solidi- 
fication of a portion of its vapour in the form of dew or hoar- 
frost. 

When, on the contrary, the condensation of vapour takes place in 
the interior of a large mass of air, the resulting liquid or solid faUs 
in obedience to gravity. This is the origin of rain and snow. 

433. Cloud and Mist. — When vapour is condensed in the midst of 
the air, the first product is usually m^ist or dovd, a cloud being 
merely a mist at a great elevation in the air. 

Natural clouds are similar in constitution to the cloudy substance 
which passes off* from the surface of hot water, or which escapes in 
puffs from the chimney of a locomotive. In common language this 
substance is often called steam or vapour, but improperly, for steam 
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V is, like air, tnmsparent and invisible, and the appearance in question 
[ is produced by the presence of particles of liquid water, which have 
I been formed from vapour by cooling it below its dew-point. 

Different opinions have been put forward as to the nature of these 

I particles, the difi'erence having arisen in the attempt to explain their 

I suspension in the atmosphere. Some have endeavoured to account 

I for it by maintaining that they are hollow;^ but even if we could 

[ conceive of any causes likely to lead to the formation of such bubbles, 

it would furnish no solution of the difficulty, for the air inclosed in 

a bubble is no rarer, but in fact denser, than the external air (§ 188) ; 

the bubble and its contents are therefore heavier than the air which 

[ it displaces. 

It is more probable that the partides are soUd spheres differing 
I only in size from rain-drops. It has heen urged against this view, 
I that such di'ops ought to exhibit rainbows, and the objection must 
[ bo allowed to have some weight. The answer to it is probably to 
I be found in the excessive smallness of the globules. Indeed, the non- 
[ occurrence of bows may fairly be alleged as proving that the dia- 
I meters of the drops are comparable with the lengths of waves of 
[light. 

This 8mallnes,s of the particles is amply sufficient to explain all the 

I observed facts of cloud su.'ipension, without resorting to any special 

[ theory. It probably depends on the same principle as the suspension 

I of the motes which are rendered visible when a beam of sunlight 

I traverses a darkened room. It is true that these motes, which are 

[ small part.iclea of matter of the most various kinds, are never seen 

resting stationary in the air; but neither are the particles which 

' compose clouds. All who have ever found themselves in mountain 

miste must have olaerved the excessive mobiUty of their constituent 

parte, which yield to the least breath of wind, and are carried about 

by it like the finest dust. Sometimes, indeed, clouds have the 

appearance of being fixed in shape and position; but this is an 

I illusion due to distance which renders small movements invisible. 

t In many cases, the fixity is one of form and not of material; for 

example, the permanent cloud on a mountain-top often consists of 

successive portions of air, which become cloudy by condensation as 

they pass through the cold region at the top of the mountain, and 

I recover their transparency as they pass away. 

w uoll them ctticUl {vtiii'i, u bladder), und call oiixt or aloud 
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434. Varieties of Cloud.— The cloud nomenclature generally adopted 
by meteorologists was devised by Howard, and is contained in his 
wort on the climate of London. The fundamental forms, according 
to him, are three — Hrms, curnuius, and stfiUus. 

1. Cirrus consi»ta of fibrous, wispy, or feathery clouds, occupying 

the highest region of the 
atmosphere. The name 
inare's - tails, which ia 
given them by sailors. 
describes their aspect 
well. They are higher 
than the greatest eleva- 
tions attained by bal- 
loons, and are probably 
composed of particles of 
ice. It is in this species 
of cloud, and its deriv- 
atives, that haloes are usaally seen; and their observed forms 
and dimensions seem to agree with the supposition that they are 
formed by refractions and reflections from ice-crystals. 

2. Citwaliis consists of rounded masses, convex above and com- 

paratively flat below. 
Their form bears a 
strong resemblance to 
heaps of cotton wool, 
hence the name balls of 
cotton and wool-packs 
applied to these clouds 
by sailors. They are espe- 
cially prevalent in sum- 
mer, and are probably 
Ffe, !T5.-Cnniniiis. foiTned by columns of 

ascending vapour which 
become condensed at their upper extremities. 

3. Strtitus consists of horizontal sheets. Its situation is low in the 
atmosphere, and its formation is probably due to the cooling of the 
earth and the lower portion of the air by radiation. It is very fre- 
quently formed at sunset, and disappears at sunrise. 

Of the intermediate forms it may suffice to mention cin-o-oumuhis, 
which floats at a higher level than cumulus, and consists usually of 
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mall roundish masses disposed with some degree of regularity. 
Tiis is the cloud which forms what is known as a niackerel eky. 



The classification of 
clouds is a subject which 
scarcely admits of pre- 
cise ti'eatmiMit; the va- 
rieties are ao endless, 
and they shade so gra- 
dually into one anothei'. 
435. Causes of the 
Formation of Cloud and 

Mist. — Since clouds are Fig. sn.-ifimhia. 

merely condensed vapour, 
Ltheir formation is regulated by the causes which tend to convert 
[Vapour into liquid. Such liquefaction implies the presence of a 
nuantity of vapour greater than that which, at the actual tempera- 
ittre, would be sufficient for saturation, a condition of things which 
lay be brought about by the cooling of a mass of moist air in any of 
iie following ways: — 
(1.) By radiation from the mass of air to the cold sky. 
(2.) By the neighbourhood of cold ground, for example, mountain- 
•tops, 

(.1.) By the cooling effect of expansion, when the mass of air ascends 
into regions of diminished pressure. This cooling of the ascending 
3 accompanied by a corresponding warming of the aii- wliich 
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descends — it may be in some distant locality — to supply its 
place. 

Causes (2) and (3) combine to produce the excessive rainfall which 
generally characterizes mountainous districts.^ 

It is believed that waterspouts are produced by the rapid ascent 
of a stream of air up the axis of an aerial vortex. 

(4) By the contact and mixture of cooler air.'^ It is obvious, how- 
ever, that this cooler air must itself be warmed by the process; and 
as both the temperature and vapour-density of the mixture will be 
intermediate between those of the two components, it does not obvi- 
ously follow (as is too often hastily assumed) that such contact tends 
to produce precipitation. Such is however the fact, and it depends 
upon the principle that the density of saturation increases faster as 
the temperature is higher; or, what is the same thing, that the curve 
in which temperature is the abscissa and maximum vapour-density 
the ordinate, is everywhere concave upwards. 

It will be sufficient to consider the case of the mixing of two equal 
volumes of saturated air at different temperatures, which we will 
denote by ti and ^. Let the ordinates A A', BB' represent the 

densities of vapour for saturation at these 
temperatures, A'mB' being the intermediate 
portion of the curve, and Cm the ordinate 
at the middle point of AB, representing 
therefore the density of saturation for the 
temperature i(^i+^2)- When the equal vol- 
umes are mixed, since the colder viass is 
slightly the greater, the temperature of the 
mixture will be something less than ^(ti+t2), 
and, if there were no condensation of vapour, 
the density of vapour in the mixture would 
be |(AA'H-BB') = Cn. But the density for saturation is something 
less than Cm. The excess of vapour is therefore represented by 
something more than ran. The amount actually precipitated will, 
however, be less than this, since the portion which is condensed 
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Fig. 27a 



^ The rainiest place at present known in Great Britain is about a mile south of Sea- 
thwaite in Cumberland, where the annual rainfall is about 165 inches. The rainiest place in 
the world is believed to be Cherra Ponjee, in the Khasyah Mountains, about 300 miles N.E. 
of Calcutta, where the annual fall is about 610 inches. 

* Contact with cooler air may be regarded as equivalent to mixing ; for vapour diffuses 
readily. 



BAIN. 407 

Bgives out its latent heat, ami thus coiitrihiites to kfep up tlie tem- 
■perature of the whole. 

The cause here indicated combines with (3) to produce condensa- 
Jtion when masses of air ascend. 

On the surface of the earth miats are especially frequent in the 
I morning and evening; in the Utter case extending over all the 8ur- 
Iface; in the former principally over rivers and lakes. The mist^ of 
I evening are due simply to the rapid cooling of the air after the heat 
I of the sun has been withdrawn. In the morning another cause is at 
work. The great specific heat of water causes it to cool much more 
■■«lowIy than the air, so that the vapour rising from a body of water 
1 enters into a colder medium, and is there pai'tly condensed, forming 
■:«, mist, which, however, confines itself to the vicinity of the water, 
fand is soon dissipated by the heat of the rising sun. 

3. Hain.— In what we have stated regarding the constitution of 
rdouds, it is implied that clouds ar-e always raining, since the drops 

which they ai-e composed always tend to obey the action of gravity. 
I But, inasmuch as there is usually a non-saturated region intervening 
I'between the clouds and the surface of the earth, these drops, when 
k-Tery small, are usually evaporated before they have 
i to reach the ground. Ordinary rain-drops are 
Rormed by the coalescing of a number of these smaller 

rticlea. 

By the amount of annual rainfall at a given place 
t'is meant the depth of water that would be obtained 
I if all the rain which falls thei'e in a year were col- 
I lected into one horizonal sheet; and the depth of rain 
I that falls in any given shower is similarly reckoned. 
1 1t is the depth of the pool which would be formed 
Pif the ground were perfectly horizontal, and none of 
tthe water could get away. The instrument employed 
1 for determining it is called a rain-gauge. It has 
j various forms, one of which is represented in the ad- Hi.in-ijauge. 
I joining figure. B is a funnel into which the rain falls, 
1 and from which it trickles into the reservoir A. It is drawn off by 
means of the stopcock -r, and measured in a graduated glass.^ 

■ Tbe belt work on the subject of run and its meamrcmelit Is Mr. S;iiuhu' little treatiw 
■ijout ot print] entitled Jlam. Mr. Sf mans, who 1b nt the head of &ii immdnae corps of 
FvoluDteer obeecTen of rain in all parts of the TJniti-d Kingdom, also publishes an uuiual 
r ToIumB entitled BritUk JtamfaB. 
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The form recommended for use in urdinaiy localitios by Mr. G. J. 
Symons the best authority on th« subject, is called the Snowdon 
gauge, and is represented in Fig. 280. Ita top is a cylinder with a 
yharp edge. A funnel is soldered to the inside of this cylinder at 
the distance (rf about one dianieter from the top, and the neck of the 
funnel descends nearly to the Ixittom of a bottle which serves aa 
reservoir. A second cylinder, 
closed below and just large enough 
for the first to be slipped over it, 
^'l E_^^l ' contains the bottle, and ii held 

flL ^II^Hl B ^'^ '''^ place by four stakes driven 

WM ' WFj^Mjli 11^ ^^^ ground. The upper 

1^. z. ^B ■ ^^V'l fc ' '^> ijuflfr with its attached funnel 

IS sbpped over the lower one, and 
pushed down till its further 
descent is stopped by the rim of 

till JK the funnel meeting the edge of 

' the low er cylinder. 

I j I I I The height of the receiving 

surface above the gi'ound is 1 foot, 
and its diameter 5 inches. The 
graduated jar reads to hundredths 
of an inch, and measures up to 
halt an inch. The bottle holds 
about 3 inches of rain, and in 
the rare case of a fall exceeding that, the excess is saved by the 
lower CT^linder 

Snow can be lueasured in either of the following ways: — 
(1.) Melt what is caught in the gauge by adding to the snow a 
previously asceitained quantity of waim water, and then, after 
deducting this quantity from the total measurement, enter the 
residue as rain. 

(2.) Select a place where the snow has not drifted, invert the 
upper cylinder with its attached funnel, and, tur ning it round, lift 
and melt what is inclosed. 

It is essential that the receiving surface should be truly horizontal, 
otherwise the gauge will catch too much or too little according to 
the direction of the wind. 

The best place for a rain-gauge is the centre of a level and open 
plot; and tho height of its I'eceiving surface should be ntit less than 
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a bad place 



S inches, to avoid in-splashiug. The roof of a h 
I'On account of the eddies which abound there. 

A circumstance wliich has not yet been fully explained is that the 
W higher a gauge is above the gi'ound the less rain it catches. In the 
t case of gauyes on the top of poles in an open situation, the amount 
I collected is diminished by ^tli part of itself by doubling the height 
I of the receiving surface, as shown by comparing gauges in the same 
f plot of ground at heights ranging fiom 6 inches to 20 feet.' 

By means of tipping- buck eta and other arrangements, automatic 
records of rainfall are obtained at the principal observatories. 

The mean annual rainfall, according to Mr. Symons, is 20 inches at 
r Lincoln and Stamford; 21 at Ayleabuiy, Bedford, and Witham; 24 at 
I London and Edinburgh; SO at Dublin, Perth, and Salisbury; 33 at 
lExeter and Clifton; 35 to 30 at Liverpool and Manchester; 40 at 
■ Glasgow and Cork; 50 at Galway; 64 at Greenock and Inverary; SG 
|»t Dartmoor: 91 on Benlomond; and upwards of 150 inches in some 
I parts of the English lake disti'ict. 

437. Snow and Hail. — Snow ia probably formed by the direct paa- 
age of vapour into the solid state. Snow-flakes, when examined 

[ under the microscope, are always found to Ije made up of elements 
ling hexagonal symmetry. In Fig, 281 are depicted various 
I forms observed by Captain Scoresby during a long sojourn in the 
Lrctic regions. 
In these cold countiies the air is often filled with small crystals of 
2 which give rise to the phenomena of haloes and parhelia. 
Hail 13 probably due to the freezing of rain-drops in their passage 
1 through strata of air colder than those in which they were formed. 
I Even in fine summer weather, a freezing temperature exists at the 
j height of from 10,000 to 20,000 feet, and it is no unusual thing for 
I a colder stratum to underlie a wariuer, although, as a general rule, 
I the temperature diminishes in ascending. 

438. Dew .^ By this name we denote those drops of water which 
I are seen in the morning on the leaves of plants, and are especially 
I noticeable in spring and autumn. We have already seen (§ 432) that 
I dew does not fall, as it is not formed in the atmosphere, but in con- 
Btact with the bodies on which it appears, being in fact due to their 
Icooling after the aun has sunk below the horizon, when they lose 
I heat by radiation to the sky. The lowering of temperature which 
Kthus occurs is much more marked for grass, stones, or bare earth than 
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for the air, whose radiating power is considerably less. The con- 
sequence is a considerable difference of temperature between the 
surface of the ground and the air at the height of a few feet, a dif- 
ference which is found by observation to amount sometimes to 8"* or 
10° C, and it is this which causes the deposition of dew. The surface 
of the earth, as it gradually cools, lowers the temperature of the 
adjacent air, which thus becomes saturated, and, on further cooling, 
yields up a portion of its vapour in the liquid form. If the tempera- 
ture of the surface falls below 0° C, the dew is frozen, and takes the 
form of hoar-frost 

According to this theory, it would appear that the quantity of dew 
deposited upon a body should increase with the radiating power of 
its surface, and with its insulation from the earth or other bodies 
from which it might receive heat by conduction, both which con- 
clusions are verified by observation. 

The amount of deposition depends also in a great measure on the 
degree of exposure to the sky. If the body is partially screened, its 
radiation and consequent cooling are checked. This explains the 
practice which is common with gardeners of employing light cover- 
ings to protect plants from frost — coverings which would be utterly 
powerless as a protection against the cold of the surrounding air. 
The lightness of the dew on cloudy nights is owing to a similar cause; 
clouds, especially when overhead, acting as screens. 

The deposition of dew is favoured by a slight motion of the atmo- 
sphere, which causes the lower strata of air to cool down more 
rapidly; but if the wind is very high, the different strata are so 
intermingled that very little of the air is cooled down to its dew- 
point, and the deposit is accordingly light. When these two obstacles 
are combined, namely a high wind and a cloudy sky, there is no dew 
at all* 
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439. Conduction, — When heat is applied to one end of a bar of 
metal it is propagated through the substance of the bar, producing 
a rise of temperature which is first perceptible at near and after- 
wards at remote portions. This transmission of heat is called ccni- 
duction. The best conductors are metals, but all bodies conduct 
heat more or less. 

440. Variable and Permanent Stages. — Whenever heat is applied 
steadily to one end of a bar for a suflScient length of time, we may- 
distinguish two stages in the experiment: 1st, the variable stage, 
during which all portions of the bar are rising in temperature; and, 
2nd, the permanent state, which may subsist for any length of time 
without alteration. In the former stage the bar is gaining heat; 
that is, it is receiving more heat from the source than it gives out to 
surrounding bodies. In the latter stage the receipts and expendi- 
ture of heat are equal, and are equal not only for the bar as a whole, 
but for every small portion of which it is composed. 

In this permanent state no further accumulation of heat takes 
place. All the heat which reaches an internal particle is transmitted 
by conduction, and the heat which readies a superficial particle is 
given off partly by radiation and air-contact, and partly by conduc- 
tion to colder neighbouring particles. In the earlier stage, on the 
contrary, only a portion of the heat received by a particle is thus 
disposed of, the remainder being accumulated in the particle, and 
serving to raise its temperature. Hence in this earlier stage the 
transmission of heat from the hot to the cold portions of the bar is 
checked by the absorption which goes on in the intervening parts. 
The amount of this absorption which occurs before the final condi- 
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lion is tittained will depend ujkiii the cajmcity of the substance for 



441. Coaductivity and Diffuaivity,- — We may thus distinguish be- 
i two modes of estimating conducting power. What is espe- 

ially understood as "conductivity" is independent of absorption, 
md therefore of thermal capacity. In order to obtain direct mea- 
s of it we must observe the flow of heat when the temperatures 
3 become permanent. On the other hand " difi'usivity " (to use 
the name recently coined by Sir Wm. Thomson) measures the ten- 
•ncy to eqwUisa-tion of teinji^Tature, whicli varies directly as con- 
iductivity, and inversely as the thermal capacity of unit mass of the 
body. 

If we compare the times occupied by two equal and similar bodies 
in passing from the same initial distribution of temperature to the 
same final distribution, these times will be in the inverse ratio of 
the diffusivities. If the dilFusivitiea are equal, the times will be 
, the same, and in this case the quantities of heat gained or lost by 
»rresponding portions of the two bodies are directly as the thermal 
apaeities of equal volumes.' 

442, Definition of Conductivity. — In order to give an accurate 
■■definition of conductivity, we must suppose a plate having one face 
Kat a imifonn tempei'ature Vi, and the other at a higher uniform tem- 

Jerature I's, and we must suppose all parts of the plate to have 

'j&ttained their permanent temperatures. Then if x denote the thick- 

3 of the plate, and k the conductivity of the substance of which 

[ is composed, the quantity, Q, of heat that flows through an area, 

K&, of the plate in the time f will be 



Q=iA^ 



(1) 



fwhence we have 

Band the conductivity may be defined aa the quantity of beat that 
( in unit time through unit area of a plate of unit thickness, 
with 1° of difierence between the temperatures of its faces. 

1 name difutirity is employed by Sir Wm. ThomBon in the artiole "Heat" in the 
■ iiew edition of the Enq/ctopadia BriUinnica, The name tkcrmomriric condudivily had 
f previoudy been used in the same sense by Professor Clerk Majiwell ordinary conductivity 
being called liemtal totidnrlMtg for distinction. There it a class analogy between the 
oondnotion of heat and the diffusion of lii^iiids ; and the coefficient which exgirpSBei the 
fw^ty with which one liquid diffuses into another is precisely inalogous to " thanno- 
motric conductivity," Hsnoe the name " diffumvity." 
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When the unit of heat employed in the reckoning is that which 
raises the temperature of unit volume of water by 1"* (a unit which 
is practically the same as the gramme-degree), the conductivity k may 
be defined as the thickness of a stratum of water which would be raised 
1° in temperature by the heat conducted in imit time through a 
plate of the substance of unit thickness having 1° of difference be- 
tween its faces. 

If for the words thickness of a straium of water we substitute 
thickness of a stratum of the substance, we have the definition of 
diffiusivity. 

The thicknesses of the two strata will evidently be inversely as 
the thermal capacities of equal volumes. But the thermal capacity 
of unit volume of water is unity. Hence the " diflusivity " is equal 
to the " conductivity " divided by the thermal capacity of unit vol- 
ume of the substance. If this thermal capacity be denoted by c, we 
have c=8d, where s denotes the specific heat (or thermal capacity of 
unit mass) and d the density (or mass of unit volume), and the dif- 
f usivity K is 

«c=- = \ (3) 

Strictly speaking, k in equations (1), (2) is the mean conductivity 
between the two temperatures Vi, V2, and the conductivity at any 
temperature v will be what k becomes when Vi and V2 are very 
nearly equal to each other and to v. The fact that conductivity 
varies with temperature was discovered by Forbes. He found that 
a specimen of iron which had a conductivity '207 at 0° C. had only 
a conductivity '124 at 275° C. 

443. Eflfect of Change of Units. — In the C.G.S. (Centimetre-Gramme- 
Second) system, which we have explained in Part I. § 87, A is ex- 
pressed in square centimetres, x in centimetres, and Q in gramme- 
degrees. It is immaterial whether the degree be Centigrade or 
Fahrenheit; for a change in the length of the degree will affect the 
numerical values of Q and of V2—V1 alike, and will leave the numer- 
ical value of — - — , and hence of . 1 \* y or k unaltered. 

To find the effect of changes in the units of length and time, we 
must note that if the unit of length be x centimetres, the unit of 
area will be oi? square centimetres, and the unit of mass, being the 
mass of unit volume of cold water, will be a? grammes. The new 
unit of heat will therefore be a? gramme-degrees. 
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The new unit of conductivity will be the conductivity of a substance 
Tsuch that ^ gramme- degrees of heat flow in the new unit of time — 
which we will call t seconds — through a? sq. cm. of a plate x cm. 
thick, with a ditference of 1° between its faces. The conductivity 
of such a plate, when expressed in C.G.S. units, would he found by 
r putting 

lin the formula 



Q=iir', A.=x', I 



d" 



Band would be ^ or - . 

jHence to reduce conductivities from the new scale to the C.G.S. 
Kscale we must multiply them by — ; and the same rule will apply to 
lijiffusivitiea, since the quantity c in equation (3) being the ratio of 
•■the thermal capacity of the substance to that of water, bulk for 
I bulk, is independent of units. 

444. lUustrationa of Conduction. — The following experiments are 
Kftften adduced in illustration of the different conducting and diffusing 
i powers of different metals. 

Two bars of the same size, but of different metals (Fig. 282), are 
I placed end to end, and small wooden balls are attached by wax to 
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I their under surfaces at equal distances. The bars are then heated 

at their contiguous ends, and, as the heat extends along them, the 

balls successively drop off. If the conditions are in other respects 

equal, the balls will begin to drop off first from that which has the 

I greater difliisivity, and the greatest number of balls will ultimately 

■drop off from that which has the greater conductivity. 

The well-known experiment of Ingenhousz (Fig. 283) is of the 

e kind. The apparatus consists of a box, with a row of holes in 

fBne of its sides, in whicli rods of different metals can be fixed. The 

kIs having previously been coated with wax, the box is Med with 



4I« 



u>siiccnox or heat. 
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\ffA\inff WAier (tr \s(A\in^ M, wbiiji orjniie^ into contact with the inner 
#?ri^k of the rorlii, Tlie wax gradnallT melts as the heat travels aloa^ 

the rods. The order in 
which the melting begins 
is the order of the dif- 
fasiWties of the metals 
employed, and when it 
has reached its limit (if 
the temperature of the 
liquid be maintained con- 
stant; the order of the 
U*,UffihH tfUilUA is the order of their conductivities. 

448, Hetals the Best Conductors. — MetaLs, though differing con- 
«idf?rably r/ne from another, are as a class greatly superior both in 
conductivity and diffusivity to other substances, such as wood, marble, 
brick. This explains several familiar phenomena. If the hand be 
plac^5d upon a metal plate at the temperature of 10° C, or plunged 
into mercury at this temperature, a very marked sensation of cold 
is experienciid. This sensation is less intense with a plate of marble 
at the same t^jmpcrature, and still less with a piece of wood. The 
rerison is that the hand, which is at a higher temperature than the 
Htjlwtanccj to wliicli it is applied, gives up a portion of its heat, which 
in condtictcd away by the substance, and consequently a larger por- 
tion of li(!at is parted with, and a more marked sensation of cold 
<iXporienced, in tlie case of the body of greater conducting power. 

446. Davy Lamp. — The conducting power of metals explains the 
curious property possessed by wire-gauze of cutting off a flame. If, 

for example, a piece 
of wire - gauze be 

"T^rrT^^riiT^ii/^ js^ss^^!^^:?^"^^ placed above a jet of 

gas, the flame is pre- 

X'j) vented from rising 

9 11 above the gauze. If 

^fa iIb lowed to pass through 

(B the gauze, and then 

Fig. M4.-.Aotlon of Wlre-gauie on Flame. lighted above, the 

flame is cut off from 
the burner, and is unable to extend itself to the under surface of 
tho gauze. These facts depend upon the conducting power of 






WlBE-fiAtiZE. 417 

tDctallic gauze, in virtue of which the heat uf the flame is rapidly 

sipated at the points of cuntacb, the 
result being a diminution of temperature 
sufficient to prevent ignition. 

This property of metallic gauze has 

Lljeen turned to account for various pur- 

joses, but its most useful application ia 

D the safety-lamp of Sir Humphry Davy. 

It is well known that a gas called Hre- 

!amj) is often given oif in coal-mines It s 

i, compound of carbon and hydrog n and 

B a large ingredient in ordinary coal p,ag 

This tire-damp, when mixed with e „h 

: ten times its volume of air, explo ies 

Srith great violence on coming in conta t 

rith a lighted body. To obviate thia 

'danger, Davy invented the safety- fis ks -dovj Lamp 

lamp, which is an ordinary lamp 

with the flame inclosed by wire-gauze. Tlie explosive gases j 

w through the gauze, and bum in- 

Bide the lamp, in such a manner 

I to warn the miner of their 

^presence; but the flame is unable 

Ito pass through the gauze. 

447. Walla of HouaeB.— Th./ 

■knowledge of the relative con- 

■■ducting powers of diilerent bodios 

i several important practical 

applications. 

In cold countries, where the 

heat produced in the interior of 

fa house should be as far as pos- 

Bsible prevented from escaping, 

f the walk should be of brick or 

wood, which have feeble con- 

[ducting powers. If they are of 

|itone, which is a better conduc- 

a greater thickness is re- 

iquired. Tliick walls are also useful in hot couiitiitt, in resistmg 

e power of the solar rays during the heat of the d 
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We havn alreaily alluded (§ 331) to the advantage of eiuploymg 
fire-brick, which is a bad conductor, as a linin g fur stoves. 

The feeble conducting power of bi'ick has led to ita employment 
in the construction of ice-houaes. ThL-su are round pita (Fig. 286), 
generally from 6 to 8 yarda in diameter at top, and somewhat nar- 
rower at the bottom, where thei'e is a grating to allow the escape of 
water. The inside is lined with brick, and the top is covered with 
straw, which, aa we shall shortly see, is a barl conductor. In order 
to diminish as much aa possible the extent of surface exptwed to the 




action of the air, the separate pieces are dipped in water before 
depositing theiu in the ice-houae, and, by then' subsequent freezing 
together, a solid mass is produced, capable of remaining unmelted 
for a very long time. 

448. Norwegian Cooking-box. — A curious application of the hed 
ctmducting power of felt is occasionally to be seen in the north of 
Europe in a kind of self-at;tJii^ cooking-box. This is a box lined 
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isiJe with a tliick layer of felt, into which tits a metallic dish with 
cover. The diab b then covei'ed with a. cushion of fislt, so as to be 
completely surrounded by a substance of veiy feeble conducting 
power. The method of employing the apparatus is as follows :— The 
meat which it is desired to cook is placed along with some water in 
the dish, the whole is boiled for a. short time, and then transferred 
from the fire to the box, where the cooking is completed without any 
faiiher appUcation of fieat. The resistance of the stuffing of the 
box to the escape of heat ia exceedingly great; in fact, it may be 
shown that at the end of three huiirs the temperature of the water 
has fallen by only about 10° or 1,1° C. It has accordingly remained 
iluring all that time sufficiently high to conduct the operation of 
cooking. 

449. Eiperimental Determination of Conductivity. — Several ex- 
perimenters ha\e investigated the condlicti\'ity of metals, by keeping 
one end of a metallic bar at a high temperature, and, after a sufficient 
'lapse of time, observing the permanent temperatures assumed by 
different points in its lengtli. 

If the bar is so long that its further end is not sensibly warmer 
than the surrounding air, and if, moreover, Newton's law of cooling 
■ (tj 461) be assumed true for all parts of the surface, and all parts uf 
a cross section be assumed to have the same temperature, the con- 
ductivity being also assumed to be independent of the temperature, 
it is easily shown that the temperatures of the bar at equidistant 
points in its length, beginning from the heated end, must exceed the 
atmospheric temperature by amounts forming a decreasing geometric 
series. Wiedemann and Franz, by the aid of the formula to which 
these assumptions lead,' computed the relative conducting powers of 
several of the metals, from experiments on thin bars, which were 
steadily heated at one end, the temperatures at various points in the 
length being determined by means of a thermo-electric junction 
clamped to the bar. The following were the results thus obtained: — 





Est. ATI VB CONB 


DCTINQ POWEBS. 

Steel, .... 

Iron 

Lead, .... 
Plfttinoiu, . . 
PftlUdium, . . 
Biamutli. . . . 




Copper, - . 


.... 77'8 
.... 53'2 


. . 11-9 
. . 8-5 


Ziuc, . . . 


.... 33 
.... 19-0 


, . 8-2 
. . 63 
. . 1-9 
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The absolute conductivity of wrought iron was investigated with 
great care by Principal Forbes, by a method which avoided some of 
the questionable assumptions above enumerated. The end of the 
bar was heated by a bath of melted lead kept at a uniform tempera- 
ture, screens being interposed to protect the rest of the bar from the 
heat radiated by the bath. The temperatures at other points were 
observed by means of thermometers inserted in small holes drilled 
in the bar, and kept in metallic contact by fluid metal. Jn order to 
determine the loss of heat by radiation at diflerent temperatures, a 
precisely similar bar, with a thermometer inserted in it, was raised 
to about the temperature of the bath, and the times of cooling down 
through diflerent ranges were noted. 

The conductivity of one of the two bars experimented on, varied 
from -01337 at 0° C. to -00801 at 275° C, and the corresponding 
numbers for the other bar were -00992 and -00724, the units being 
the foot, the minute, the degree (of any scale), ar d the foot-degree^ 
(of the same scale). In both instances, the conductivity decreased 
regularly with increase of temperature. 

To reduce these results to the C.G.S. scale, we must (as directed 

in § 443) multiply them by j, where x denotes the number of centi- 
metres in a foot, or 30*48, and t the number of seconds in a minute; 



X 



will therefore be 



— , or 15 48. 



60 

The reduced values will therefore be as follows: — 

At or. At 275' 

Istbar, '207 '1240 

2d bar, -1536 -1121 

450. Experimental Determination of DiflPasivity.— Absolute deter- 
minations of the diflusivity k ov ~ for the soil or rock at three local- 
ities in or near Edinburgh were made by Principal Forbes and Sir 
Wm. Thomson. They were derived from observations on the tem- 
perature of the soil as indicated by thermometers having their bulbs 
buried at depths of 3, 6, 12 and 24 French feet. The annual range 
of temperature diminished rapidly as the depth increased, and this 
diminution of range was accompanied by a retardation of the times 
of maximum and minimum. The greater the difl^isivity the more 
slowly will the range diminish and the less will be the retardation 

1 See § 335. 
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of phase. By a process described in note C at the end of this chapter 
the value of k was deduced; and by combining this with the value 
of c (the product of specific heat and density), which was determined 
by Regnault, from laboratory experiments, the value of A; or cic was 
found. The following are the results, expressed in the C.G.S. scale: — 

Diffusivity. Conductivity. 

Trap rock of Calton Hill, -00786 '00415 

Sand of Experimental Garden, "00872 -00262 

Sandstone of Craigleith Quarry, -02311 -01068 

Similar observations made at Greenwich Observatory, and reduced 
by the editor of the present work, gave '01249 as the difiusivity of 
the gravel of Greenwich Observatory Hill. 

A method based upon similar principles has since been employed 
by Angstrom and also by Neumann for laboratory experiments; a 
bar of the substance under examination being subjected to regular 
periodical variations of temperature at one end, and the resulting 
periodic variations at other points in its length being observed. 
These gave the means of calculating the difiusivity, and then obser- 
vations of the specific heat and density gave the conductivity. The 
following conductivities were thus obtained by Neumann: — 

Conductivity in 
C.G.S. units. 

Copper, 1-108 

Brass, -302 

Zinc, -307 

Iron, '164 

German silver, '109 

451. Conductivity of Bocks. — The following values of thermal and 
thermometric conductivity in C.G.S. units are averages based on the 
experiments of Professor Alexander Herschel. 

k 

k. c' 

Granite, -0053 .. -015 

Limestone, '005 -009 

Sandstone, dry, -0056 -012 

Sandstone, thoroughly wet, -0060 -010 

Slate, along cleavage, '0060 -010 

Slate, across cleavage, -0034 -006 

Clay, sun-dried, -0022 -0048 

Redbrick, -0015 -0044 

Plate-glass, -0023 -0040 

452. Conducting Powers of Liquids. — With the exception of mer- 
cury and other melted metals, liquids are exceedingly bad conduc- 
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rtsuvrrnoy or hkat. 



Ufru oi h*;a^ TtiU can b« ahown by htHatin^^ the apper port of & 
eolmnn of licjTiid, and otjflftrving the vamtioaa of temperature below. 
Thw* will be foTijwi tf» be scarcelj- perceptible, and to be Tery slowly 
(irvlnce'l, Jf the hf«t were appliefl below (Fig. 2SS), we ahould have 
the jtT'rCffnt caIWI conv^j^icm of hifit; the lower layers of Uijnid woald 
liflf? t<'> tb" fmrisuc., an'l be replace'l by others which would rise in 
their turn, tbii« pro'Jnring a circnlati'>n and a ^jeneral heating of the 
It'jnid. (yn thn fiibfir hand, when heat is applied above, the expanded 





IftyorH riiiiiniii in tlioir place, and the rest of the liquid can be heated 
by cumliictiun iiiul rndiation only. 

Tim fcillowiiig experiment la one instance of the very feeble con- 
iliictiii^ power of water. A piece of ice is placed at the bottom of a 
glass tube (Fig. 28!)), which is then partly filled with water; heat is 
appUod to the middle of the tube, and the upper portion of the water 
in readily raispd to ebullition, without melting the ice below. 

488. Oonduoting Power of Water. — nio power of conducting heat 
poMHi'HHod by water, fcliongh very Buiall, is yet quite appreciable. 
Thin wiw cHtjibli.Jioil by l>es[>rot« by the following exiieriinent. He 
I^Mik (I evliniliT tif wood (Fig. 2ft0) alwut a yard in height and eight 
itu'hc!* ill diaiuoter, which was tilled with water. In tlie side of this 
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cylinder were airauged twelve tliennometeiB one above another, their 
btilbs being all in the same vertical through the middle of the liquid 
column. On the top of the liquid rested a metal bos, which was 
1 filled with water at lOO", frequently renewed during the course of 
the expei'iment Under these circuiostancea Despretz observed that 
the temperature of the thermometera rose gradually, and that a long 
time — about 30 hours — was required before the permanent state was 




Pftssumed. Their permanent dilieronccs, which formed a decreasing 
geometric aeries, were very small, and were inappreciable after the 
[ sixth thermometer. 

The increase of tem]]erature indicated liy the theiTQometera might 
be attributed to the heat received from the sides of the cylinder, 
I though the feeble conductiny power of wood renders this idea some- 
what improhahle. But Despretz oliserved that the temperature was 
higher in tlie axis of the cylinder than near the sides, which proves 
I that the elevation of temperature was due to the passage of heat 
I downwards through the liquid. 

From experiments by Professor Guthrie/ it appeare that water 
' conducts better than any other liquid except mercury. 

454. Absolute MeaBorement of Oonductivity of Water. — The alwo- 
' £. d. Rtpoii, IBSS, and Traat. A S. 1889. 



424 COHDUCmON of H£AT. 

lute value of k for water has been determined by Mr. J. T. Bottom- 
ley. Hot water was gently placed on the top of a mass of water 
nearly filling a cylindrical wooden vessel. Readings were taken from 
time to time of two horizontal thermometers, one of them a little 
lower than the other, which gave the difference of temperature between 
the two sides of the intervening stratum. The quantity of heat 
conducted in a given time through this stratum was known from 
the rise of temperature of the whole mass of water below, as in- 
dicated hy an upright thermometer with an exceedingly long 
cylindrical bulb extending downwards from the centre of the 
stratum in question nearly to the bottom of the vessel. A fourth 
thermometer, at the level of the bottom of the long bulb, showed 
when the increase of temperature had extended to this depth, and 
as soon as this occurred (which was not till an hour had elapsed) the 
experiment was stopped. 

The result of these experiments is that the value of k for water is 
from '0020 to '0023, which is nearly identical with its value for ice, . 
this latter element, as determined by Professor George Forbes, being 
•00223. 

The conductivity of water seems to be much greater than that of 
wood. 

466. Conducting Power of Oases. — Of the conducting powers of 
gases it is almost impossible to obtain any direct proofs, since it is 
exceedingly difficult to prevent the interference of convection and 
direct radiation. However, we know at least that they are exceed- 
ingly bad conductors. In fact, in all cases where gases are inclosed 
in small cavities where their movement is difficult, the system thus 
formed is a very bad conductor of heat. This is the cause of the 
feeble conducting powers of many kinds of cloth, of fur, eider-down, 
felt, straw, saw-dust, &c. Materials of this kind, when used as 
articles of clothing, are commonly said to be warm, because they 
hinder the heat of the body from escaping. If a garment of eider-down 
or fur were compressed so as to expel the greater part of the air, and 
to reduce the substance to a thin sheet, it would be found to be a 
much less warm covering than before, having become a better con- 
ductor. We thus see that it is the presence of air which gives these 
substances their feeble conducting power, and we are accordingly 
justified in assuming that air is a bad conductor of heat. 

466. Conductivity of Hydrogen. — The conducting power of hydrogen 
is much superior to that of the other gases — a fact which agrees 
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with the view entertained by chemists, that this gas is the vapour 
of a metal. The good conductivity of hydrogen b^ shown by the 
following experiments: — 

1. Within a glass tube (Fig. 291) is 
stretched a thin platinum wire, which is 
raised to incandescence by the passage of 
an electric current. When air, or any gas 
other than hydrogen, is passed through 
the tube, the incandescence continues, 
though with less vividness than in vacuo; 
but it disappears as soon as hydrogen is 
employed. 

2. A thermometer is placed at the 
bottom of a vertical tube, and heated by 
a vessel containing boiling water which is 
placed at the top of the tube. The tube 
is exhausted of air, and different gases are 
successively admitted. In each case the 
indication of the thermometer is found to 
be lower than for vacuum, except when 
the gas is hydrogen. With this gas, the 
difference is in the opposite direction, 
showing that the diminution of radiation 
has been more than compensated by the 
conducting power of the hydrogen. 



Note A. Differential Equation for Linear 
Flow of Heat. — The mode of obtaining differential 
equations for the variation of temperature at each point 
of a body during the variable stage, may be illustrated 
by considering the simplest case, that in which the 
isothermal surfaces (surfaces of equal temperature) are 
parallel planes, and therefore the lines of flow (which 
must always be normal to the isothermal surfaces) 
parallel straight Unes. 

Let X denote distance measured in the direction in which heat is flowing, v the teiu 
perature at the time t at a point specified by x, k the conductivity, and c the thermal 
capacity per unit volume (both at .the temperature v). Then the flow of heat per unit time 

past a cross section of area A is -hA-j-, and the flow past an equal and parallel section 

cue 

further on by the small distance dx is greater by the amoimt 




Fig. 291.— Cooling by Contact 
of Hydrogen. 
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This latter expression therefore representa the Iom of heat from the interTeoing prism Aii, 
and the resultmg fall of temperature ie the quotient of the loss b;^ the thermal capacity 
eASx, which quotient ie 



This, then, is the fall of temperature per unit time, ^f " - jT ■ '* *^^ variation of t ia 
insensible, bo that t- can be neglected, the equation becomes 



whidi applies approximately to the variations of temperature in the soil near the surface 
of the earth, x being in this cose measured vertically. Por the integral of this equation, 
see Note a 

NoiK B. Flow of Hbat in a Bab {§ 449). — If p and » denote the perimeter and 
section of the bar, it the conductivity, and k the coefficient of emission of the surface at 
the temperature v, the heat emitted in unit time from the length Sx is hvpdx, if we 
assume as our zero of temperature the temperature of the surrounding ur. But the heat 
which passes a section is-it-r-, and that which passes a section further on by the amount Sc 

is less by the amount it-fj ^''l "■"^ tliiB difference must equid the amount emitted from 
the intervening portion of the surface. Hence we have the equation j-^ = , "r, the in- 
tegral of which for the case supposed is 






V denoting the temperature at the heated end. 

NoTB C. Dkduotioh of DiFFuaiviTY FROM Obsbbvationh of Uni>kbground 'i 
X (S 450).— Denoting the diftusivity — by it, the equation of Note A is 



This eauatlon is satislied b; 

where a and p are any two constants connected by the relation 

±=K- 

2a' ' 
for we find, by actual differentiation, 

^ = e-'^la'sin{|9i-ux) + Q'co8{^i-u:t) + «'cOB(^- 
More generally, equation (4) will be satisfied by making v e 
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number of terms similar to the right-hand member of (5), each multiplied by any constanW 
and a constant term may be added. In fact we may have 

vnAo + Aie"*^^ sin (ft<-aia; + Ei) + AgC "**^ sin (j82<-aaa + E2)+As« '"*'*^ sin 

{fi3t-a»x + 'Es)+ &c., . (7) 

where Ao, Ai, Ei, &c., are any constants. 

Let X be measured vertically downwards frjm the surface of the groimd (supposed 
horizontal); then at the surface the above expression becomes 

V = Ao + Ax sin (/3i « + Ei) + Ag sin {fiit + E^) + As sin (fiit + Eg) + &c. (8) 

Now, if T denote a year, it is known that the average temperature of the surface at any 
time of year can be expressed, in terms of t the time reckoned from Ist of January or any 
stated day, by the following series : — 

tJzzAo + Aisin/^ + Eij+Aasin f^ + Eaj+A,8in f-^ + Eaj-H &c., (9) 

where Ao is the mean temperature of the whole year, and Ai, A3, A«, &c., which are called 
the amplitudes of the successive terms, diminish rapidly. The term which contains Ai 
and El (called the annual term), completes its cycle of values in a year, the next term in 
half a year, the next in a third of a year, and so on. The annual term is much larger, 
and more regular in its values from year to year than any of those which follow it. Each 
term affords two separate determinations of the diffusivity. Thus, for the annual term, 
we hav^ by comparing (8) and (9) — 

A = -r[. » whence, by (6), 



"' \/2k~\/' 
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At the depth a:, the amplitude of this term will be 

the logarithm of which is 

log Ai - OiX. 

Hence ai can be deduced from a comparison of the annual term at two different depths, 
by dividing the difference of the Napierian logarithms of the amplitudes by the difference 
of depth. 

But Oi can also be determined by comparing the values oi pit-aiX + 'Ei at two depths 
for the same value of t, and taking their difference (which is called the retardation of 
phastf since it expresses how much later the maximum, minimum, and other phases, occur 
at the lower depth than at the upper). This difference, divided by the difference of depth, 
will be equal to at. 

These two determinations of ai ought to agree closely, and k will then be found by the 
equation 
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457. Radiation distinct from Conduction. — When two bodies at 
different temperatures are placed opposite to each other, with no- 
thing between them but air or some other transparent medium, the 
hotter body gives heat to the colder by radiation. It is by radia- 
tion that the earth receives heat from the sun and gives out heat to 
the sky; and it is by radiation that a fire gives heat to a person sit- 
ting in front of it. 

Radiation is broadly distinguished from conduction. In conduc- 
tion, the transmission of heat is effected by the warming of the in- 
tervening medium, each portion of which tends to raise the succeed- 
ing portion to its own temperature. 

On the other hand heat transmitted from one body to another by 
radiation does not affect the temperature of the intervening medium. 
The heat which we receive from the sun has traversed the cold upper 
regions of the air; and paper can be ignited in the focus of a lens 
of ice, though the temperature of ice cannot exceed the freezing- 
point. 

Conduction is a gradual, radiation an instantaneous process. A 
screen interposed between two bodies instantly cuts off radiation 
between them; and on the removal of such a screen radiation in- 
stantly attains its full effect. Radiant heat, in fact, travels with the 
velocity of light, and it is subject to laws similar to the laws of 
light; for example, it is usually propagated only in straight lines. 

Strictly speaking, radiant heat, like latent heat, is not heat at all, 
but is a form of energy which is readily converted into heat. Its 
nature is precisely the same as that of light, the difference between 
them being only a difference of degree, as will be more fully ex- 
plained in treating of the analysis of light by the prism and spectro- 
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IBCope. The present chapter will contain numerous instances of the 
toalogy between the properties of non-luminous radiant heat and 
well-known characteristica of light. 
458. A Ponderable Medium not EsBeatial. — The transmission of 
the sun's heat to the earth shows tiat radiation is independent of 
any ponderable medium. But since the solar heat is accompanied 
by light, it might still be questioned whether dark beat could be 
propagated through a vacuum. 

This was tested by Rumford in the followiEig way: — He con- 
structed a barometer (Fig. 292), the upper part of which was ex- 
panded into a globe, and contained a thermometer 
■hermetically sealed into a hole at the top of the 
l^lobe, so that the bulb of the thermometer was at 
tihe centre of the globe. The globe was thus a 
iTorricellian vacuum -chamber. By melting the 
'tube with a blow-pipe, the globe was separated, and 
then immersed in a ve.sst-1 containing hot 
ater, when the thermometer was immediately 
ibserved to rise to a temperature evidently higher 
'than could be due to the conduction of heat through 
the stem. The heat had therefore been communi- 
•cated by direct rarliation through the vacuum be- 
the sides of the globe and the bulb a of the 
lithermometer, 

459. Badiant Heat travels in Straigbt Lines. — In a 
uniform medium the radiation of heat takes place 
in straight lines. If, for instance, between a ther- 
mometer and a source of heat, there be placed a - — 
Bumber of screens, each pierced with a hole, and "" Eiperi»l'eui"' ' 
the screens be so arranged that a straight line 

drawn without interruption from the source to tbe thermo- 
leter, the temperature of the latter immediately rises; if a different 
.ngement be adopted, the heat is stopped by the screens, and 
le thermometer indicates no effect. 

Hence we can speak of rays of heat just aa we speak of rays of 
;ht. Thus we say that rays of heat issue from all points of the 
surface of a heated body, or that such a body emita rays of heat. 
The word ray when thus used scarcely admits of precise definition. 
It is a popular rather than a acientiiic term; for no finite quantity 
of heat or light can travel along a mathematical line. In a mere 
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geometrical sense the rays are the lines which indicate the direction 
of propagation. 

It is now generally admitted that both heat and light are due to 
a vibratory motion which is transmitted through space by means of 
a fluid called ether. According to this theory the rays of light and 
heat are lines drawn in all directions from the origin of motion, and 
along which the vibratory movement advances. 

460. Surface Conduction. — The cooling of a hot body exposed to 
the air is effected partly by radiation, and partly by the conduction 
of heat from the surface of the body to the air in contact with it. 
The activity of the surface-conduction is greatly quickened by wind, 
which brings continually fresh portions of cold air into contact with 
the surface, in the place of those which have been heated. 

The cooling of a body in vacuo is effected purely by radiation, 
except in so far as there may be conduction through its supports. 

461. Newton's Law of Cooling. — In both cades, if the body be ex- 
posed in a chamber of uniform temperature, the rate at which it 
loses heat is approximately proportional to the excess of the temper- 
ature of its surface above that of the chamber, and the proportion- 
ality is sensibly exact when the excess does not exceed a few degrees. 
If the body be of sensibly uniform temperature throughout its whole 
mass, as in the case of a thin copper vessel full of water which is 
kept stirred, its fall of temperature is proportional to its loss of 
heat, and hence the rate at which its temperature falls is proportional 
to the excess of its temperature above that of the chamber. Prac- 
tically if the body be a good conductor and of small dimensions — 
say a copper ball an inch in diameter, or an ordinary mercurial ther- 
mometer — the fall of its temperature is nearly in accordance with 
this law, which is called Newton's law of cooling. The observed 
fact is that when the readings of the thermometer are taken at 
equal intervals of time, their excesses above the temperature of the 
inclosure (which is kept constant) form a diminishing geometrical 
progression. 

To show that this is equivalent to Newton's law, let denote the 
excess of temperature at time t; then, in the notation of the differ- 

ential calculus, —31 is the rate of cooling; and Newton's law asserts 

that this is proportional to 0, or that 

m 
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where A is a constant multiplier. This is equivalent to 

dd 

^-^=Adt, (2) 

which asserts that for equal small intervals of time the differences 
between the temperatures are proportional to the temperatures. But 
if the differences between the successive terms of a series are propor- 
tional to the terms themselves, the series is geometrical; for if we 
have 

0l~ 0-2 ^2 "~ ^8 _ ^8 — ^4 

d\ 6% dt 

we obtain, by subtracting unity from each member, 

d2_d»_d4, 
01 d-x 63 

that Ls, 01, 62, 03, 04 are in geometrical progression. 

The expression - -w in equation (2) is, by the rules of the differ- 
ential calculus, equal to — dlogfl; hence equation (2) shows that 
log d diminishes by equal amounts in equal times. Log here 
denotes the Napierian logarithm of 0; and since common logarithms 
are equal to Napierian logarithms multiplied by a constant factor, 
the common logarithm of will also diminish by equal amounts in 
equal times. The constant A in equation (1) or (2) will be deter- 
mined from the experimental results by dividing the decrement of 
log by the interval of time. 

We have been assuming that the body is hotter than the chamber 
or inclosure; but a precisely similar law holds for the warming of a 
body which is colder than the inclosure in which it is placed. 

462. Dulong and Petit's Law of Cooling. — Newton's law is sensibly 
accurate for small differences of temperature between the body and 
the inclosure. Dulong and Petit conducted experiments on the cool- 
ing of a thermometer by radiation in vacuo with excesses of temper- 
ature varying from 20° to 240° C, from which they deducf^d the 
formula 

—^^=ca {a -1); 

or, as it may be otherwise written, 

where v denotes the temperature of the walls of the inclosure, which 
was preserved constant during each experiment, v+d the tempera- 
ture of the thermometer, and — ^- the rate of cooling. The other 
letters, c and a, denote constants. When the temperatures are Centi- 
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grade, the consdajit a v^ 1-0077; when they are Fahrenheit 
1*0043, the fonn of the exprf-ssion for the rate of cooling 
affecte^l by a chancre of the zero from which temperatures 
oned. Tlie value of c depends ujx>n the size of the bulL and 
other c]rcijm.%tance8, and is changed by a change of zero. 

463. Consequences of this Law. — The formula in its first 
shows that, fr>r the same excess 0, the cooling is more rapid at 
than at low t^^mperatures. 

Employing the Centigrade scale, we have a= 1-0077, w] 
log a ='0077 nearly, and since 

Dulong and Petit's formula, in its first form, gives 

-^^=c(l-0077)*'{-0077^+ 1(0077 ^)«+ &c.}; 

whicli shows that, for a given temperature of the inclosure, the 
of cooling is not strictly proportional to d, but is equal to 6 n 
plied by a factor which increases with d, this factor being proport 
to 1 +iC0077 0)+K'OO77 e)H &c. 

When is small enough for '0077 ^ to be neglected in compa 
with unity, the factor will be sensibly constant, in accordance 
Newton's law. 

484. Theory of Exchanges. — The second form of Dulong 
Petit's formula, namely 

suggests that an unequal exchange of heat takes place betweei 
thermometer and the walls, the thermometer giving to the wa 
quantity of heat ca'^'^^ (where v + denotes the temperature of 
thermometer), and the walls giving to the thermometer the sm 
quantity ca\ 

This is the view now connnonly adopted with respect to radis 
in general. It has been fully developed by Professor Balfour Ste^ 
under the name of the iheorij of eirchaoujes. Its onginal promulgj 
PiH?vost of Geneva, called it the theory of onobile eqnilibriu7i 
t(*mi>erat((vc. 

The theory asserts that all boilies are constantly giving out rad 
heat, at a rate depending upon their substance and temperature, 
independent of the sulxstanee or temperature of the bodies w! 
surround thorn; and that when a l>ody is kept at a uniform tem 
ature» it receives back just as mucli heat as it gives out 
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According to this view, two bodies at the same temperature, ex- 
posed to mutual radiation, exchange equal amounts of beat; but if 
two bodies have unequal temperatures, that which is at the higher 
temperature giv^es to the other more than it receives in exchange.' 

465. Law of Inverse Squares.— K we take a delicate thermometer 
and place it at suceessively increasing distances from a source of heat, 
the temperature indicated by the instrument will exceed that of the 
atmosphere by decreasing amounts, showing that the intensity of 
radiant heat diminishes as the distance increases. The law of varia- 
tion may be discovered by experiment. In fact, when the excess of 
temperature of the thermometer becomes fixed, we know that the 
heat received is equal to that lost by radiation; but this latter is, by 
Newton's law, proportional to the excess of temperature above that 
of the surrounding air; we may accordingly consider this excess as 
the measure of the heat received. It has been found, by experiments 
at different distances,^ that the excess is inversely proportional to the 
square of the distance; we may therefore conclude that tlie intensity 
of tim heat received froin any source of heat varies vnveraely as the 
square of the diata/nce. 

The following experiment, devised by Tyndall, supplies another 
simple proof of this fundamental law: — 

The thermometer employed is a Melloni's pile, the nature of which 
we shall explain in § 472. This is placed at the small end of a hollow 
cone, blackened inside, so as to prevent any reflection of heat from 
its inner surface. The pile is placed at S and S' in front of a vessel 
filled with boiling water, and coated with lamp-black on the side 
next the pile. It will now be observed that the temperature in- 
dicated by the pile remains constant for all distances. This result 
proves the law of inverse squares. For the arrangement adopted 
prevents the pile from receiving more heat than that due to the area 
of A B in the first ease, and to the area A' E' in the second. These 
are the areas of two circles, whose laJii are respectively proportional 
to S O and S' O; and the areas are consequently proportional to the 
squares of S and S'C. Since, therefore, these two areas communi- 

' For I, full account o( thin subject see " Report on the Theory of Eiohangea," by Bal- 
four Stewart, in EritUh Aaociation Report, 18S1, p. 97; and SlcKarl on Beat, book iL 

' The dimenaicHis of the source of heat must be Btiull in ooTopsriaon with tbe distance of 
the thennometer, as otborwise the dutaticee oE diSerent parta of the source of heat from 
the tbermunieter are aeosibly different. In tliio cuse. the amount of beat receiveJ varies 
directly *a the solid angle subtended b; the warce oE beU, 
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«at« ch« Mni« ffisatizj of hex. to the pile, die intamtj fd atSMOan. 
ttamt vary invenel^ m th« atjaaxea oi the diauneea S O mad S'O. 

The Isnr of jnversft <wfiares may also be eaubliaheil a priori in the 
ffjilowmg manner: — 

SopjKne a sphere of given nviins to be 'iesoibeii »boat a rviiatfng 
ftatid* M centre^ The uxal heat emitted by the panicle wiQ be 
neerved b^' the sphere, and ail points on the sphere win experieziee 
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the same calorific effect. If now the radioa of the sphere he doableil, 
the surface will be quadrupled, but the total amount of heat remains 
the Mme as before, namely, that emitted by the radiating particle. 
Hence we conclude that the quantity of heat absorbed by a given 
area on the surface of the large sphere is one-fourth of that absorbed 
hy an equal area on the small sphere; which agrees with the law 
stated above. 

This demonstration is valid, whether we suppose the radiation of 
heat to consist in the emission of matter or in the emission of energy; 
for energy as well as matter is indestructible, and remuns unaltered 
in amount during its propagation through space. 

466. Lair of the Reflection of Heat. — When a ray of heat strikes 
a polished surface, it ia reflected in a direction determined by £xed 
laws. 

If, at the point of incidence, that is, the point where the ray meets 
the surface, a line be drawn normal or perpendicular to the surface, 
the plane passing through this line and the incident ray is called the 
ploTie of vncidence. With this explanation we proceed to give the 
laws of the reflection of heat: — 

1, When a ray of heat ia reflected by a surface, the line of reflec- 
tion lies in the plane of incidence. 
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2. The angle of reflection is equal to the angle of incidence; that 
), the reflected and incident rays make equal angles with the normal 
to the surface at the point of incidence. 

467. Bnrniag-mirrors. — These laws, which hold good for lij^ht also, 
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can be verified ijj experiinenta with concave mirrora. These are 
uBually either apherieal or paraholic. All rajs, either of heat or 
light, falling on a parabolic mirror 
in directions paiullel to its axis 
|.<A C, Fig. 294) are reflected ac- 
curately to its focus F, and all 
raya from F falling on the mirror 
are reflected parallel to the a<ds. 
A apherieal concave mirror is a 
flmall portion of a sphere, antl 
rays parallel to its axis are re- 
flected so as approximately to 
pass through its "prindpal focus" 
F (same figure), which is midway 
between A, the central point of 
the mirror, and C, the centre of 
the sphere. 

When the axis of a concave 

liaror, of either form, is directed 

■wards the -sun, intense heat is 

iroduced at the focus, especially 

the mirror be large. Fig. 295 

^represents such a inin-or suitably 

mounted for producing ignition 

of combustible substances. Tschimhausen's min-or, which was e 
Dtructed in 1687, and was about 64 feet in diameter, was able 
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melt copper or silver, and to vitrify brick, Imtead of curved mir- 
roni, Buffon employed a number of movable plane mirrors, which 
were arranged so that the different pencils of heat-rays retlectod 
by them converged to nearly the same point. In this way he 
obtained an extremely powerful effect, and was able, for instance, 
to set wool on fire at a distance of between 80 and 90 yards. This 
is the metliod which Archimedes is said to have employed for the 
destruction of the Roman fleet in the siege of Syracuse; and though 
the truth of the atory is considered doubtful, it is not altogether 
absurd. 

468. Conjugate Hfrrors, — Fig. 296 represents an experiment which 
is said to have been first performed by Pictet of Geneva. 

Two targe parabolic mirrors are placed facing each other, at any 
convenient distance, with their axes in the same straight line. In 




Fig. £99.— Conju^te Mfrran. 



tlie focus of one of them is placed a small furnace, or a red-hot 
cannon-ball, and in the focus of the other some highly inflammable 
material, such as phosphorus or gun-cotton. On exciting the fiumace 
with bellows, the substance in the other focus immediately takes 
tire. With two mirrors of 14 inches diameter, gun-cotton may thus 
ho set OD tire at a distance of more than 30 feet. The explanation 
is very easy. The rays of heat coming from the focus of the firat 
mirror are reflected in jmrallel lines, and, on impinging upon the 
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^ Careful ; 



COEFFICIENT OF AUSORrriON. 



437 

lurfaee of tlie second mirror, converge again to its focus, and are 
thus concentrated upon the inflammable material placed there. 

Careful adjustment ia necessary to the success of the experiment, 
and the adjustment is most easily mode by first placing a source of 
light (such as the flauie of a caudle) in one focus, and forming a 
luminous image of it in the other. We have thus a convincing 
proof that heat and light obey the same law as regards direction of 
reflection. 

469. Reflection, Diffasion, Abeorption, and Transmiasion. — Sup- 
pose a quantity of heat denoted by unity to he incident upon the 
surface of a body. This quantity will be divided into several distinct 
parts. 

1. A portion will be regularly reflected according to the law given 
ibove. If the fraction of heat thus reflected be denoted by — , then 

is the measure of the reflecting power of the surface. 

2. A portion^ will be irregularly reflected, and will be scattered 
diffused through space in all directions. Thus -j is the measure 
the diff'naim power of the surface. 

3. A portion - will penetrate into the body so aa to be absorbed 
ly it, and to contribute to raise its temperature; - is therefore the 

leasure of the absorption. 

Finally, we shall have, in many cases, a fourth portion j, which 
B through the body without contributing to raise its tempera- 
Thia fraction, which exists only in the case of diathermanous 
;s, is the measure of the transTnission. 

le sum of these fractional parts must evidently make up the 
nal unit; that Is 



The amount of the transmission, where it exists, will generally vary 
ivith the thickness of the substance; and what is last in transmission 
Y increasing the thickness is gained in absorption. When there is 
» transmission, the absorption may be called the absorbing power 
f the surface. 

470. Coefficient of Absorption and Coefficient of Emission. — Apply- 
ng Newton's law (§ 4(tl), let 6 }.p ihc small difl'erence of temperature 
jetween the .surface of the body and the inclosure, and S the area 
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-^ 'i^ ^^-^ .(►A, ^./f ' ^ <%*^. r:;A*T-' •P^rilX.^^iT' •*" •irT^-.'- 'r tLcr >'M7^ 

*. /.-/* \.0^y* * ,' ■/ 'J f ?ir^*.<t/fc^ -.^^.r-r-fl r- Vfi.n-minn^ srrtr "liar »t 
'. / Ayti* '/ >./. ri^^TiK* y ■»»<% 'i'lrf' -fii*:^!!^ -r "ii** viiiT^ rill- 

> //t/..* ^^ *'>-A^»y»v>i'nv'.* ""^ */^^ vx;-7 4.v,«'> "Sua; .if -;:i**r -^14!^ zu'ryte^i 

4V/ //>«^H t// %MA\%i\u% P//w«r. /t i*, '/r>vioir;y iiiip.j-.^il«k for a 
////'< y ^// Hh*.^^h ihofir rn/tinffi itt^i tWi feilk uj^/n it. There must^ 
IhnttffH. h h ihhiiUr/^ vmlij^? //f A «i)/[/lir^ble to a body whose 

tth'ffth)ttu ffOYftf ^^ U uitiiy, htttl Hiuth a SnAy mnat also be r^arded 

U" \int't*hm)h[i \iriU'fi <'>iiin»iv<; \HfWt'r for radiant heat. Hence it 
«(r(M«h' MmiI unml itulUMifii tU*it**tnlii tiMntr U]Km defect of resistance 
IImim M|/f/M tiiiy )i</«4)UvM |/ow<'r, A perfect rarliator would be a sub- 
»'I,»MM'* wliimM Miirfm'K oIlMnul no Vi*'HlHUitwAt to the passage of radiant 
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beat in either direction; while an imperfect radiator is one whose 
surface allows a portion to be communicated through it, and reflects 
another portion regularly or irregularly. 

The reflecting and diffiisive powers of lamp-black are so insigni- 
ficant, at temperatures below 100^ that this substance is commonly 
adopted as the type of a perfect radiator, and the emissive and aV 
sorptive powers of other substances are usually expressed by com- 
parison with it 
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473. TlivniKnicople AppMmtu enployed in mnrelies connected 
with lUdinat HcKt, — An indwpeiMable reqauite for the successfal 
nUfAy fit rifliftnt lifsat in sti exceedingly delicate tbennoineter. For 
iUU fnirfffW) (jwilift, atx/iit the beginning of the present century, 
Irivmitiul tlif) difrenrntia] thtn-mometer, with which he conducted 
Miriin Vhry irri)>iirtant invctttigationA, the main results of which are 
NtJII it(^lttiowli!'l((<!il to Iw wrrect. Modem inve«t%ator8, as Melloni, 
i iH\iriiv<mU%y*t, >/,(•.., liave oxclunivoly employed Nobili's thermo-multi- 
plltir, which in an iniitnitiiont of much greater delicacy than the 
illirKi'f<titlnl thiiniiomiitnr. 

Thii llioniio-pllo, invented by Nobili, and improved by Melloni, 

corwiats esMimtially of a chain (Fig. 

207) formed of alternate elements 

of bismuth and antimony. If the 

onda of the diain be connected by 

a wire, and the alternate joints 

«liglitly heated, a thermo-electric 

current will be produced, as will be 

rvmw, Niihiil'n l'h*mn.*l*rtHv KvriM. explained hereafter. The amount 

of current increases with the num- 

Wrof nli>iilont4«, Mid with the difference of temperatures of the oppo- 

nih> Juiioltunn, 

III %ho pup iM liuprovtid by Melloni, the elements are arranged 
»l»i«> by «ldi> «» tw U\ form a squan* bundle (Fig. 208), whose opposite 
p\\Ki* tHUUitnt vi tltt^ altt>mat^^ junctions. The whole is contained in 
ft «>l»|>»iv WMW», with ««•«« at th* two ends, which can be removed 
wh«l it Is itwlrwi to «*xfKi«* the faces of the pile to the action of heat. 
lSf\> «wt»lliif nHb tH>n«vt?t tho tvnuinals of Uie thwino-eiectrie series 
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Iritli wires leading to a galvanometer,' ao that the existence of any 
ji'ent will immediately be indicated by the deflection o£ the needle. 
The amounts of current which coiTespond to different deflections are 
known from a table compiled by a method which we shall explain 
hereafter. Consequently, when a beam of radiant heat strikes the 
Bile, an electric current is produced, and the amount of this current 




'^r-:L> 




I given by the galvanometer. We shall see hereafter, when we 
tome to treat of thermo-electric currents, that within certain limits, 
which are never exceeded in investigations upon radiant heat, the 
current is proportional to the difl'erence of temperature between the 
two ends of the pile. As soon as all parts of the pile have acquired 
l_their permanent temperatures, the quantity of heat received during 
my interval of time from the source of heat will be equal to that 
wt to the air and surrounding objects. But this latter is, by New- 
ton's law, proportional to the excess of temperature above the sur- 
rounding air, and therefore to the difference of temperature between 
the two ends of the pile. The current is therefore proportional to 
^e quantity of heat received by the instnmient. We have thus in 
fJobili's pile a thermometer of great delicacy, and admirably adapted 
' The pile and golraDoiaeter together ooiutitut« the thermo-multiplier. 
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to tbfi ntadj 61 radiant heat; ■» fact, the immense progress « 
han been made to thU department (A j^ysics ia mainly oiring it 
ioTention of Nobili. 

473. MeaaiireineiltofEintwriTePowerB. — The following an-angem 
n adopted hy Melloni for the comparison of emissive powers. A* 
^nulnnt'.-'l horiz<jntal bar (Fig. 299) carries a cube, the different sides 
■if which Hre covered witb diSerent substances. This is filled with 
water, which it* maintained at the boiling-point by means of a spirit- 
lamp jilsc«d beneath. Tlie pile is placed at a convenient dist« 




(iiid the radiation can be intercepted at pleasure by screens arrangi 
for the purpose. Tho whole forms what i.s called Melloni'a apparatus 

If wij now sutjuct the pile to the lieafc radiated from each of th< 
foccH in turn, we shall obtain currents proportional to the e 
])owei'H of the subetances with whicli the different faces are coated. 

From a number of experiments of this kind it has been found that 
lamp-black haa the greatest radiating power of all known substances, 
' while the metalfl are the worat radiators. Some of the moat impor- 
tant results are given in the following table, in which the emissivfe 
jMJwers of the 8e\'oral sulostauces are compared with that of lam^ 
bhiek, which is denoted by 100: — 



Lamgi-bliuik, 
Whlto-lcud 
Pft|wr, , , 
GImui, . . 
Indian ink, 



BrLATITE EuiSSlVR PoWEBa AT 1 

.... 100 Steel, . 



O'C. 



Polished gold, 3 
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474. Abflorbing Power,- — The method which most naturally suggests 
•itself for comparing aljsorbing powers, is to apply coatings o£ different 
ftsuhstances to that face of the pile which is exposed to the action of 
■the source of heat. But tliis would involve great lisk of injury to 
"the pile. 

The method employed by Melloni was as follows: — He placed in 
front of the pile a very thin copper disc (Fig. 300). coated with lamp- 

i black on the side next the pile, and on the other side with the sub- 
itance whose aLsorbitig power was required. The disc absorbed heat 




by ratiiatiuii irom tliv source, of amuuut propijrti<jiial to tlie absorb- 
ing power of this coating, and at the same time emitted heat from 
I both sides in all dirL^etiuns. When its temperature became stationary, 
(he amounts of heat absorbed and emitted were necessarily equal, 
imd ite two faces had sensibly equal temperatures. 
Let E and E' denote the coefficients of emission of lamp-black and 
of the suVjst^ince with which the front was coated, and the excess 
of temperature of the disc alx)ve that of the air; then (E-|-E')9 is the 
heat emitted in unit time, if the area of each face is unity, and this 
fenust be equal to the heat absorbed in unit time. 
But the indications of tlie therinn-piJe are proportional to the heat 
radiated from the back alone, that is, to Eft The heat absorbed is 
therefore represented by the indication of the pile multiplied by 



^^^ICU 



In this way tlie absorbing powers given in the following hst have 
en calculated from experiments of Melloni, the source of heat being 
a cube iilled with water at 100° C. 



$7^ ftAnOtm ft Jbmr^iM wOk. -ft* imtm.—^ 

i!h* -%fl ivm«i(M iw-wrtanw anrf iriiui Bott & snmR-sn; Mint Titk. 
4^ A mnyWi >^ iw*? fc i* -tf &u<*Kiht7'«a«i!Mi6 jesm. no. ic oaa best 
*f^-^.^»A >fV in<Me t^ (Am *(X^xixc^*xa» nipAa ^ffiimecnsaey. lis is- 

*twv*A in f t^^ Srt'l', 

M*!, •ntt^Aiwtitrf W0 * <9«rfMtfai^ ii» «• lA m^Telf^ ^e &iiie. The 




lit**(Al in IiiikI41(I iri n liri^lit white heat; and since the radiating 
|iiiwt<rH iif l-lif llmii" ftri' vopy fwiblo, the metal may be regarded as 
IliK niili< nniii'itii uf ritillaUtni. The flame, in fact, is scarcely distin- 
(ti 1 1" I in I'll'. 

11, <lii|i[it>i' hi'Html til nliiiut 400* C. This is effected by placing a 
B]ilrH. Illlii|i bfhltiil n mirvi'<l copper plate (Fig. 302). 

\, K\\\<i\\W niVi>l't<(l with kiup-black at 100° C This is a cube con- 
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dning boiling water (Fig. 303} similar to that already described in 
lection witli th« measurement of emiHsive powers. The face whose 
radiation is employed is covered with lamp-black. 

If these diiferent aoui-cea of beat be severally used in measuring 
absorbing powers, it will be found that these powers vary eonsider- 
ibly according to the p_articuiar source of beat employed, and that 
we denote the absorption of lamp-black in each case by 100, the 
itive absorbing powers of other substances are in general gi-eater 
as the temperature of the source is lower. In establishing this 
important principle by experiment, the sources of heat are first 
placed at such distances that the direct radiation upon the pile 
shall be the same for each, and the pile is tlien replaced by the 
disc. The following table contains some of the results obtained 
by Melloni: — 









H«t«l 


Hnl-waler 


SDBBTiirCBa 


LWBp, 


PlBllnnm. 


Copper, 


Cube. 


Lunp-blflclt, . . . 


100 


lOO 


IDO 


100 


Indian ink, . . . 


96 


S5 


87 


SB 


White-lead. . . . 


B3 


6fi 


89 


100 


lainglaeB, .... 


B2 


64 


6i 


91 


Shellac, 


48 


47 


70 


72 


Metallio surface,. . 


14 


13'5 


13 


13 



, 476. Reflsoting Power, — The reflecting power of a surface is mea- 
red by the proportion of incident heat which ia regularly reflected 
rom it. This subject has been investigated by Melloni, and by 
japrovostaye and Desains. The arrangement used for the purpose 
B shown in Fig. 304. 
The substance under investigation is placed upon the circular 
late D, which is graduated round the circumference. The pile E 
B carried by the horizontal bar HH', which turns about the pillar 
supporting the plate D. This bar is to be so adjusted as to make 
the reflected rays impinge upon the pile, the adjustment being made 
by the help of the divisions marked on the circular plate. 

In making an observation, the bar HH' is first placed so as to 
coincide with the prolongation of the principal bar, and the intensity 
of direct radiation is thus observed. The pile is then placed so as to 
jceive the reflected rays, and the ratio of the intensity thus obtained 
9 the intensity of direct radiation is the measure of the reflecting 



The following are some of the results obtained by Laprovoataj 
and Desains. the source of heat employed being a LocateUi lamp:- 



Silver piste, 



Polished plutiniun, . 

Steel, 

Zinc, 



Laprovostaye and DeRains have also shown that, in the case oi 

diathermanoiis substances, the reflacting power varies considerably 




increaaing with the angle --jf incidence, which is al^o the caae ft 
luminoiu rays. 

In the ease of metals, the change in the reflecting power produce 
by a change in the angle of incidence is not nearly so great; the 
reflecting power remains almost constant till about 70'' or 80", 
when the angle of incidence exceeds this limit, the reflecting powe< 
decreases, whereas the opposite is the case with diathermanouf 
bodies. 

Finally, Laprovostaye and Desains have shown that, contrary t 
what was previously supposed, the reflecting power varies accordinj 
to the source of heat. Thus the reflecting power of polished silvei; 
which is -97 for rays from a Locatolli lamp, is only '92 for solar rayH 
In either case it will be seen that the reflecting powers of polishec 
silver are very great; and since experiment has shown that liuninou 
and calorific rays from the name source are reflected in nearly etjui 
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Toportions, the advanta^jes attending the use oi' sUverRil specula in 

plelescopes can easily be iinJerstood. 

477. Diffusive Power. ^ — Diflusion ia the irregular reflection of heat, 

■ doubtless owing to the minute inequalities oE surface which are met 
with "U even the most finely-polished bodies. The existence of this 
poiver may very easily be verified. We have only to let a beam of 
radiant heat fall upon any dead surface, for example on carbonate of 
lead. On placing the pile before the surface in any position, a 
deviation of the galvanometer is observed, which cannot be attri- 
buted to radiation from the surface, since in that case the effect, 
instead of inntajitly attaining its maximum, as it a<?tually does, 
would increase gradually as the substance became warmed by the 
heat falling upon it. 

Moreover the heat thus diffused, when the source of heat is a body 
at high temperature, such as a lamp-flame, is found to agree in its 
properties with the heat radiated from a body at high temperature, 
and to be alt<^ether different from that which the difi'using surface 
is capable of radiating at its actual temperature. The diffused heat, 
for example, passes through a plate of alum without undergoing 

iiucb absorption. 
The diffusive power of powders, especially if white, U very con- 
derable, as is shown by the following table taken from the results 
Dbli.shed bv Laprovostaye and Dc'sainsL — 
DlFFlySIYE PoWER. 
White-lead, "82 
Powdered iiilver, .._... ■(M 
Chnimatti of lead, 'ti6 
The knowledge of this property euablea us to explain the intense 
eat which is felt in the neighbourhood of a white wall lighted up 
by the sun. 
■ Diffusion takes place in different proportions according to the 
■^■•direction, and is a maximum for poinb^ near the direction of the 
^^^^Fregularly-retlected ray- 

^^^P The intensity of the difl'n^ed rays varies veiy considerably accord- 
r ing to the source of heat employed. This was shown by Melloni in 

the following manner: — 

He directed a ray of heat upon the surface of a disc of very thin 
copper covered with a Hubstance capable of diffusing the rays. The 

' There b no connection whatever Iwtwueii lliU "diffusive pnn-er" and the "diffusivitj " 
»llioh wo lisve discuased in the chapter on (Niniincliun. 
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biwrk of tlw Hwc WM coated with Ump-black. When the differeni 
parts had acjaired their fenaAneat tempeTatures, the pile waa pl&eed 
in Myinmetrical pontioos firat in front of, &iid then behind the plane 
of the diitC, so aa to receive th« heal due to radiation and diffbsion 
from the front in the fiist caae, and that due to radiation from the 
^lactc in the »eond. It waa found that the ratio of the two indica- 
tions of the pile in theae two positioBS varied very- mach according 
U) the M>urce of heat, the general mle being that the ratio of the 
difliiw.-d to the radiated heat was greatest when the source of beat 
was lum'numa, and at a high temperature. 

478. Fecnliar Propertj of Lamp-black. — If a dmiliar expeiiment be 
perf'jTmed with a disc covered on both sides with lamp-black, it will 
be found that the difference between the indications of the pile in 
the two poeitiona is very small. This difference, snch as it is, may 
be accounted for by a slight difference of temperature between the 
two face« of the disc We may therefore conclude that the whole of 
the heat has been absorbed by the lamp-black. This important 
result has been confirmed by direct experiments, which have failed to 
discover any trace of reflecting or diffusive power in this substance. 
Fiirtht^r, in the above experiment, the ratio of the indications in the 
two positions of the pile remains constant for all sources of heat; 
whence we see that the absorption of rays of heat by lamp-black is 
independent of the nature of the source. We thus see the advantage 
of applying a coating of lamp-black to all thermoscopic apparatus 
intended for the absorption of radiant heat. 

479, Dfathennancy. — It has long been known that some of the heat 
from an intensely luminous body, like the sun, could pass through 
certain transparent substances, such as glass; but it was formerly 
supposed that this could not happen in the case of dark, or even 
foobly luminous rays. 

Fictet, of Geneva, was the first to establish the fact of diathermancy 
for radiant heat in general. He showed that a thermometer rose in 
temperature when exposed to radiation from a source of heat, not- 
withstanding the interposition of a transparent lamina; and the idea 
that this could be owing to the absorption and subsequent radiation 
of heat from the lamina was completely exploded by Provost, who 
showed that the effect occurred even when the interposed substance 
was a sheet of ice. It is to Melloni, however, that we are indebted 
for the principal results which have been obtained in connection with 
this subject. 
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480. Influence of the Nature of the Substance. — The arrangement 
adopted by Melloni for testing the diathermancy of a solid body is 
that shown in Fig. 305. The LocatelJi lamp A radiates its heat upon 
the pile E when the sci'een B is lowered; the hole in the screen C is 
for the purpose of limiting the peiicil of rays. Direct radiation is 
first allowed to take place, and the resulting current as indicated by 
the galvanometer G is noted. The Jiathermanous plate D is then 
interposed between the lamp and the pile, and the current is again 




toUred; the ratio of the laiccr cuiTent to tiie lon:nt;r is the expres- 

a of the diathermancy of the plate. 
^ In the case of liquids, Melloni employed nai-row troughs with sides 
of very thin glass ; the rays were first transmitted through the empty 
vessel, and then through the same vessel filled with liquid; the dif- 
ference of the two results thus obtained being the measure of the beat 
stopped by the liquid. Specimens of the results are given in the 
following table: — 



^ 



Heat TRAHSunr 



r DiFFERKSI St-BBTASCS 



( AncaKO Laitp. 



(The direct lieat u represented by 100.) 
Cbestallized Bodies. 
(ThlckneH 3-62 mm.-A plnU of glau of Uie Mm< Uiltkneu 






CoIovtUh. 

Rock. Bait, 

leelttod-fpar, 

Rock-cryatal, 

Bruilian topaz, .... 
Corboiuite of lead, . . . 
BoDLte of Boda, .... 



CiCrio acid IS 

Bock alum, 12 

Coiouivil, 

Bmoky qu&rtz (brows), !>7 

Aqna-tnarina, (light blue) 29 

YeUowagnte 29 

Gnicii tonnuidine 27 

Siil[ihate at copper (blue) C 
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Flmt-giaM, fma«7toM 

PUte-g]aM, <S2to59 

CrovB-giaw ^FreiMrh;, 5S 

Crt/irn-gbM« < Kngii*h j, . . . . 4^ 
WiDdoir-gLuii, S4 t«> S«> 

Colomred GUus. 
fThiclanem 1 » mm > 

I>eep Tiolet, S3 

Pate TK^et, 45 

Verj deep bloe, 19 

I>eep blue, 33 

Li^tbloe, 42 

HinenJ green, 23 

Apple green, ^ 

Deep yellow, 40 

Orange, 44 

TeDowuhred, 53 

Crimson, 51 



.— Apfaseof 



oCOei 



5X) 



Wmnh^Lt mimhi-J, 



cf carbon, . 
Sptfifta dt turpentine. 
Pore folpiuinc acid. 
Pare nitric acid, . 
Solotioa 6t fle*-«alt. 
Sotntioii ct alum, 
Sohitim ct K^ar, 
Sohitim of pnta^h, . 
Sc^oticn of ammonia. 



Coloured Liquid*. 

Nnt-otl (yellDw), 

Colza-oil (jdlow), 

OliTe-oil (greenish yellow), . . . 
CHI ci ramatiotts (yeOowifih), . . 
Chl<»ide of sa^^nr ireidL^h brown), 
Pyroligneoas add (brown), . . . 
White ci egg (sli^tly yellow), . . 



11 
15 
21 
63 
31 
17 
15 
12 
12 
12 
13 
15 

31 
30 
30 
26 
63 
12 
11 



It will be seen from ibis table that though diathermancy and 
transparency for light usually go together, the one is far from being 
a measure of the other. We see, for instance, that colourless nitric 
acid is much less diathermanous than strongly-coloured chloride of 
sulphur; and perfectly colourless alum allows much less heat to pass 
than deeply-coloured glass of the same thickness- Tyndall has shown 
that a solution of iodine in sulphide of carbon, though excessively 
opaque to light, allows heat to pass in large quantity. 

The substance possessing the greatest diathermanous power is rock- 
salt, which allows the passage of '92 of the incident heat. 

The diathermancy of gases has been investigated by Tyndall. The 
gases were contained in a long metallic tube with rock-salt ends; 
and, in order to obtain greater sensitiveness, a compensating cube 
filled with hot water was employed. This cube was placed at such 
a distance from one end of the thermo-pile as exactly to counter- 
balance the effect of the radiation from the principal source of heat 
when the tube was vacuous, so that the needle of the galvanometer 
in these circumstances stood at zero. The tube was then filled with 
different gases in turn, the compensating cube remaining unmoved ; 
and the indications of the galvanometer were found to vary accord- 
ing to the gas employed. Compound gases stopped more than simple 
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lea; the vapours of aromatic substances increased the absorptive 
wer of dry air from 30 to 300 fold, and a similar efl'ect was pro- 
by the vapour of water, air more or less charged with aqueous 
ipour being found to exercise from 30 to 70 times the absorption 
pure dry air, 

is probable that the aqueous vapour which is always present in 

atmosphere gi'eatly mitigates the heat of the solar rays, and also 

latly retards the cooling of the earth by radiation at night. On 

the other hand, vapour being a better absorber ia also a better 

radiator than dry ak, a ch'cumstance which conduces to the cooling 

condensation of the upper portions of masses of vapour in the 

itniosphere, and the consequent formation of cloud. 

481. Influence of Thicknesa. — From the esperimenta of Jarain and 
asson, it appears that, when heat of definite refrangibihty passes 

through a plate, the amount transmitted decreases in geometrical 
progression as the thickness increases in arithmetical progression; a 
result which may also be expressed by saying, that if a plate be 
divided in imagination into laminse of equal thickness, the ratio of 
the heat absorbed to the heat transmitted is the same for them all. 

In the case of mixed radiation, such as ia emitted by nearly all 
tvailable sources of heat, we must suppose tliis law to hold for each 
leparate constituent; but some of these are more easily absorbed than 
others, and as tliese accordingly diminish in amount more rapidly 
than the others, the beam as it proceeds on its way through the plate 
acquh'es a character which fits it for transmission rather than absorp- 
Hence the foremost layers absorb much more than the later 

les, if the plate be of considerable thickness. 

In the case of bodies which are opaque to heat, absorption and 
radiation are mere surface-actions. But in diathermanoua substances, 
as we have seen, absorption goes on in the interior, so that a thick 
plate absorbs more heat thaa a thin one. The same thing is true 

regards radiation: — a diathemianous nubstance radiates from its 
iterior as well as from its surface, as proved by the fact that a thick 

ate radiates more heat than a thin one at the same temperature. 

482. Relation between Hadiant Heat and Light.— The property in 
virtue of which particular substances select particular kinds of heat 
for absorption and other kinds for transmission, was called by Melloni 

•ckrose (literally heat-colour), from its obvious analogy to what 
1 colour in the case of light. A piece of coloured glass, for 
le, selects mys of certain wave-lengths for absorption, and 
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//f tj^^ iif^/iKrf$ft$, ^ffHtg^^ iu t}*«r i>:d, asui ^«>^ on bxs^A^ng in tbe 
ir^y^iM^ |//rti/yr* \^^hA d*^ i>:d, tip to a eettain poakt, 'r-ey-jtad whkh 
)i y'/H/UmWy 4UhU$iki$^ till it Sff^na^ uoippntiaiA*:, 

t% Wf^iUt, ym^^if, \th An errffr to «fjj/puft^ that thcfre is a heat 
HjM'MfVth f9/ttHhdini( t/L f\h^uu% myh frfjtu those which fann the lnmin- 
//M4 ^ft'J'irmUf fihd iitui the two i$i>eetra are ^uperimpoeed one upon 
Mm? //tlM'f/ Th^rre i^ every n^a^^ fr^ belie^-ing that the contrary is 
itt^s fH4^, Mifi ilmi the nuiisiiuniH which con^itute heat and light are 
^tf^^$iiitii\y itU^tiiU'Jil, tu r/|>f5rating a|)on rays of definitfe refrangi- 
ifUhy, ji w rM?ver found [K^HwiWe to diminish their heating and illu- 
in\ufiiUiy; \t4fWt*rH in un<^|ual projKjrtionH; an interposed plate of any 
\mi\My imn^pan^ni material, if it ntops half the light, also stops 

H Ih inui iUfii th<) fnoNt intcnne heat is not found in the most 
liiniinoim ]uiriUm of the Hpedtrum; hut it is probable that the eye, 
llkti thn ^%r, \h nioro powerfully affected by quick than by slow 
vlhmMohH wlH*n iltn atnouiit of ener^ is the same; and as a treble 
hoin (witil'iiitm I'ar U\hh i^nor^y than a bass note which strikes the ear 
MM lunuUly IoihI, ho a bhio ray contains much less energy than a red 
my ir Uioy ntrlki^ tlm tsyis iih equally bright. 

Tho hivUlbllity at h^aHt to human eyes — of the ultra-red and 
ultra vioint rayH uiay bo due either to the absorption of these rays 
\\y tin* huuiourn of tho {^yt\ bt^foro they can reach the retina, or to the 
Iniiblllly of our vIh\uU orpuw to take up vibrations quicker than the 
violot wv HJowor than tho rod. 

A hotly at. a low UMuporaturo (say 100* C.) emits only dark heat. 
,\m ilu^ ttMuju^ratiuv rist\H, tho omission of dwk heat becomes more 
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energetic, and at the same time rays of a more refran^'jle character 
are added. This strengthening of the rays formerly emitted, with 
continual addition of new T-ays of higher refrangibility, goes on 
long as the temperature of the body continues to rise. The lumi- 
loaity of the body begins with the emission of the least refrangible 
of the \Tsib!e rays, namely the red, and goes on to include rays of 
other colours as it passes from a red to a white heat. Tyndall, by 
thus gradually raising the temperature of a platinum spiral, obtained 
the following measures of the heat received in a definite position in 
the dark portion of the spectrum: — 

Apjwnranco Heat 

Foil re<l. ' . 27 




foui 
^^^^trar 



Generally speaking, the rays which fall witltin the limits of the 

lible spectrum are the most transmissihle, and the extreme rays at 

ends of the complete spectrum are the soonest absorbed. This 

probably the reason why the invisible portion of the solar spec- 

, though extending to a considerable distance in both directions, 

leas esten.sive than that of the electric light. The extreme rays 

have probably been absorbed by the earth's atmosphere. 

Ordinary glass is comparatively opaque to both classes of dark 
rays. Bock-salt surpasses all other substances in its transparency 
to the dark rays beyond the red; and quartz (rock-crystal) is very 
transparent to the dark rays beyond the violet. Alum is remarkable 
aa a substance which is exceedingly opaque to the ultra-red rays, 
though exceedingly transparent to visible rays; and Tyndall has 
found that a solution of iodine in sulphide of carbon is, on the con- 
trary, highly transparent to the ultra-red and opaque to the luminous 
lys. 

Great interest was excited some years ago by Stokes' discovery 
A the ultra-violet rays, when they fall upon fluorescent substances, 
undergo a lowering of refrangibility which brings them within the 
limits of human vision. Akin subsequently proposed the inquiry 
.whether it was possible, by a converse change, to transfoi-m the 
i-red into visible rays, and Tyndall, by taking advantage of this 
:liar property of the solution of iodine, succeeded in eil'ecting the 
formation. He brought the I'ays of the electi'ic laiuj) to a focus 
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by means of a reflector, and, after stopping all the luminous rays by 
interposing a vessel with rock-salt sides, containing the solution of 
iodine, he found that a piece of platinum foil, when brought into the 
focus, was heated to incandescence, and thus emitted light as well as 
heat. To this transformation of dark radiant heat into light he gave 
the name of calorescence, 

483. Selective Emission and Absorption. — In order to connect 
together the various phenomena which may be classed under the 
general title of selective radiation and absorption, it is necessary to 
form some such hypothesis as the following. The atoms or mole- 
cules of which any particular substance is composed, must be sup- 
posed to be capable of vibrating freely in certain periods, which, in 
the case of gases, are sharply defined, so that a gas is like a musical 
string, which will vibrate in unison with certain definite notes and 
with no intermediate ones. The particles of a solid or liquid, on the 
other hand, are capable of executing vibrations of any period lying 
between certain limits; so that they may perhaps be compared to the 
body of a violin, or to the sounding-board of a piano; and these limits 
(or at all events the upper limit) alter with the temperature, 
so as to include shorter periods of vibration as the temperature 
rises. 

These vibrations of the particles of a body are capable of being 
excited by vibrations of like period in the external ether, in which 
case the body absorbs radiant heat. But they may also be excited 
by the internal heat of the body; for whenever the molecules expe- 
rience violent shocks, which excite tremors in them, these are the 
vibrations which they tend to assume. In this case the particles of 
the body excite vibrations of like period in the surrounding ether, 
and the body is said 'to emit radiant heat. 

One consequence of these principles is that a diathermanous body 
is particularly opaque to its own radiation. Rock-salt transmits 
92 per cent, of the radiation from most sources of heat; but if the 
source of heat be another piece of rock-salt, especially if it be a thin 
plate, the amount transmitted is much less, a considerable propwtion 
being absorbed. The heat emitted and absorbed by rock-salt is of 
exceedingly low refrangibility. 

Glass largely absorbs heat of long period, such as is emitted by 
bodies whose temperatures are not sufliciently high to render them 
luminous, but allows rays of shorter period, such as compose the 
luminous portion of the radiation from a lamp-flame, to pass almost 



EQUALITY OF EMISSION" AND ABSORPTION. 



455 



aitire. Accordingly glass when heated emits a copious radiation of 
Bon-liuDinous heat, but comparatively little light. 

Experiment shows that if various bodies, whether opaque or trana- 

parent, colourless or coloured, ai^e heated to incandescence in the 

interior of a furnace, or of an ordinary coal-fire, tliey will all, while 

\ in the furnace, exhibit the same tint, namely the tint of the glowing 

Bcoals. In the case of coloured transpai'ent bodies, this implies that 

■ the rays which their colour prevents them from transmitting from 

Itiie coals behind them are radiated by the bodies themselves most 

K'copiously; for example, a glass coloiared red by oxide of copper per- 

imits only red rays to pass through it, absorbing all the rest, but it 

does not show its colour in the furnace, because its own heat causes 

it to radiate just those rays which it has the power of absorbing, so 

that the total radiation which it sends to the eye of a spectator, con- 

rHisting partly of the radiation due to its own heat, and partly of rays 

(which it transmits from the glowing fuel behind it, is exactly the 

ate in kind and amount as that which comes direct frcm the other 

jarts of the fire. This explanation is verified by the fact that such 

jglass, if heated to a high temperature in a dark room, glows with a 

reen light. 

A plate of tourmaline cut parallel to the axis has the property of 
aking up the rays of heat and light which fall upon it into two 
iqual parts, which exhibit opposite properties as regards polarization. 
One of these portions is very largely absorbed, while the other is 
ismitted almost entire. When auch a plate is heated to incan- 
descence, it is found to radiate just that description of heat and light 
(vliich it previously absorbed; and if it is heated in a furnace, no 
3 of polarization can be detected in the Kght which cOmes from 
pt, because the transmitted and emitted light exactly complement 
ich other, and thus compose ordinary or unpolarized light. 
Spectrum analysis as applied to gases furnishes perhaps still more 
riking illustrations of the equality of selective radiation and absorp- 
biion. The radiation from a flame coloured by vapour of sodium— for 
FHxample, the flame of a spirit-lamp with common salt sprinkled on 
the wick — consists mainly of vibrations of a definite period, corre- 
Mponding to a particular shade of yellow. When vapour of sodium is 
interposed between the eye and a bright light yielding a continuous 
j«pectrum, it stops that portion of the light which corresponds to this 
rticular period, and thus produces a dark line in the yellow portion 
E the spectrum. 
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An immense number of dark lines exist in the spectrum of the 
sun's light, and no doubt is now entertained that they indicate the 
presence, in the outer and less luminous portion of the sun's atmo- 
sphere, of gaseous substances which vibrate in periods corresponding 
to the position of these lines in the spectrum. 
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484. Connection between Heat and Work. — That heat can be made 
to produce work is evident when we consider that the ^i^ 
work done by steam-engines and other heat-engines is due ^P 
to this source. 

Conversely, by means of work we can produce heat. 
Fig. 306 represents an apparatus called the fire-syringe or 
pneumatic tinder-box, consisting of a piston working 
tightly in a glass barrel. If a piece of cotton wool moist- 
ened with bisulphide of carbon be fixed in the cavity of 
the piston, and the air be then suddenly compressed, so 
much heat will be developed as to produce a visible flash 
of light. 

A singular explanation of this effect was at one time put 
forward. It was maintained that heat or caloric was a 
kind of imponderable fluid, which, when introduced into a 
body, produced at once an increase of volume and an eleva- 
tion of temperature. If, then, the body was compressed, 
the caloric which had served to dilate it was, so to speak, 
squeezed out^ and hence the development of heat. An 
immediate consequence of this theory is that heat cannot 
be increased or diminished in quantity, but that any addi- 
tion to the quantity of heat in one part of a system must 
be compensated by a corresponding loss in another part. 
But we know that there are cases in which heat is pro- 
duced by two bodies in contact, without our being able 
to observe any traces of this compensating process. An ^ ^^ 
instance of this is the production of heat by friction. Fire-syringe. 

^ In other words, the thermal capacity of the body was supposed to be diminished, so 
that the amount of heat contained in it, without undergoing any increase, was able to 
raise it to a higher temperature. 
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486. Heat produced by Friction. — Friction is a well-known source 
of beat. Sav^es are said to obtain fire by rubbing two pieces of 
dry wood together. The friction between the wheel and axle in 
railway-carriages frequently produces the same effect, when they 
have been insufficiently greased; and the stoppage of a train by 
applying a brake to the wheels usually produces a shower of sparks. 

The production of heat by friction may be readily exemplified by 
the following experiment, due to Tyndall. A glass tube containing 
water (Fig, 307), and closed by a cork, can be rotated rapidly about 




Fig 307 -Heat producBd by Frl. 



its axis. While thus rotating, it is pressed by two pieces of wood, 
covered with leather. The water is gradually warmed, and finally 
enters into ebullition, when the cork is driven out, followed by a jet 
of steam. Friction, then, may produce an intense heating of the 
bodies rubbed together, without any corresponding loss of heat else- 
where. 

At the close of last century, Count Rumford (an American in the 
■service of the Bavarian government) called attention to the enormous 
amount of heat generated in the boring of cannon, and found, in a 
special experiment, that a cylinder of gun-metal was raised &om the 
temperature of 60° F, to that of 130° F. by the friction of a blunt steel 
borer, during the abrasion of a weight of metal equal to about ^ of 
the whole mass of the cylinder. In another experiment, he sur- 
rounded the gun by water (which was prevented from entering the 
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»re), and, by continuiBg the operation o£ boring for 2J hours, he 
i this water boil. In reasomng from these experiments, he 
Eetrenuously maintained that heat cannot he a material substance, but 
|.iaust consist in motion. 

The advocates of the caloric theory endeavoured to account for 

I these effects by asserting that caloric, wliich was late.nt in the metal 

I vhen united in one solid mass, had been forced out and rendered 

r eensible by the process of disintegration under heavy pressure. This 

supposition was entirely gratuitous, no difference having ever been 

detected between the thermal properties of entire and of comminuted 

metal; and, to account for the observed effect, the latent heat thus 

supposed to be rendered sensible in tihe abrasion of a given weight of 

metal, must be sufficient to raise 950 x 70, that is C6,.500 times its 

own weight of metal through 1°. 

Yet, strange to say, the caloric theory survived this exposure of 
tits weakness, and the, if possible, still more conclusive experiment 
f Sir Humphry Davy, who showed that two pieces of ice, when 
Tibbed together, were converted into water, a change which invoIve« 
lot the evolution but the absorption of latent heat, and which cannot 
J explained by diminution of thermal capacity, since the specific 
peat of water is much greater than that of ice. 

Dai-y, like Rumford, maintained that heat consisted in motion. 
Land the same view was maintained by Dr. Thus. Young; but the 
doctrine of calorie nevertheless continued to be generally adopted 
until about the year 1840, since which time, the experiments of Joule, 
the eloquent advocacy of Mayer, and the mathematical deductions of 
Thomson, Kankine, and Clausius, have completely established the 
mechanical theory of heat, and built up an accurate science of thermo- 
dynamics. 

486. Foueault'B Experiment.- — The relations existing between elec- 
trical and theniial phenomena had considerable influence in leading 
bo correct views regarding the nature of heat. An experiment 
bdetiaed by Foucault illustrates these relations, and at the same 
n^me furnishes a fresh example of the production of heat by the 
Fjrerformance of mechanical work. 

The apparatus consists (Fig. 308) of a copper disc which can be 
I' made to rotate with great rapidity by means of a system of toothed 
f wheels. The motion is so free that a very slight force is sufficient to 
I maintain it. The disc rotates between two pieces of iron, constituting 
kihe armatures of one of those temporary magnets which are obtained 




long tui tliR mngnotizfltion is continued, a considerable etfort is 
nocewary to inaintiuD the rotation of the rUsc; and if the rotation 
be continued fur two or three minutes, the disc will be found to 
have men some 50° or (iO* C. in temperature, the heat thus acquired 
by the disc being the equivalent of the work dune in maintaining 
tlie motion. It is to be utidcrstood that, in this experiment, the 
rotating (liHC does not touch thi; armatures; the resistance which it 
expiirlencos h duu entirely tu invisible agencies. 





JOULES EXPERIMENT, 



461 



The experiment may be varied by setting the disc in very rapid 
rotation, while no cuirent ia passing, then leaving it to itself, and 
mraediately afterwards causing the current to pass. The result will 

'., that the disc will be brought to rest alujost instantaneously, and 
1 undergo a very slight elevation of temperature, the heat gained 
being the equivalent of the motion which is deatroj'ed. 

487. Mechanical Equivalent of Heat. — The first precise determina- 
tion of the numerical relatitm subsisting between heat and mechani- 
cal work was obtained by the following experiment of Joule. He 
constructed an agitator which is somewhat imperfectly represented 
in Fig. 309, consisting of a vertical shaft carrying several sets of 

iddies revolving between stationary vanes, these latter serving to 




Fig. 90B.— IVlermino 



prevent the liquid in the vessel from being bodily whirled in the 
direction of rotation. The vessel was filled with water, and the 
agitator was made to revolve by means of a cord, wound round the 
upper part of the shaft, carried over a pulley, and attached to a 
which by its descent di'ove the agitator, and furnished a 

^measure of the work done. The pulley was mounted on friction- 
trheels, and the weight could be wound up without moving the 
When all coiTections had teen applied, it was found that 

Pfche heat communicated to the water by the agitation amounted to 
one pound-degree Fahrenlieit for every 772 foot-pounds of work 
spent in producing it. This result was verified by various other 
forms of experiment, and may be assumed to be coixect within about 
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one £oot-T>ound. The experiments were made at Manchester, where 
g is 32*194, and it is to be borne in mind that a foot-pound does not 
denote precisely the same amount of work at all places on the earth's 
surface, but varies in direct proportion to the intensity of gravity. 
The difference in its value in passing from one place to another on 
the earth is, however, not greater than the probable error of the 
number 772. We may therefore, with about as much accuracy as is 
warranted by the present state of our knowledge, assert that the 
energy comprised in one-pound degree Fahrenheit is about 772 ter- 
restrial foot-pounds.-^ 

The mechanical equivalent of the pound-degree Centigrade is -^ of 

this, or about 1390 foot-pounds. 

The number 772 or 1390, according to the scale of temperature 
adopted, is commonly called Joule^s equivalent, and is denoted in 
formulae by the letter J. If we take the kilogramme-degree Centi- 
grade for unit of heat, and the kilogrammetre for unit of work, 
the value of J will be 424, and the same value will be given by 
the gramme-degree and gramme-metre. The gramme-degree and 
gramme-centimetre will give 42,400, and the gramme-degree and 
erg will give the product of this number by 981, which is 41*6 
millions. This is accordingly the value of J in the C.G.S. system. 

488. First Law of Thermo-dynamics. — Whenever work is per- 
formed by the agency of heat, an amount of heat disappears equi- 
valent to the work performed; and whenever mechanical work is 
spent in generating heat, the heat generated is equivalent to the 
work thus spent; that is to say, we have in both cases 

W=JH; 

W denoting the work, H the heat, and J Joule's equivalent. This 
is called the first law of ther^no-dynamics, and it is a particular case 
of the great natural law (Chap, ix.) which asserts that energy may 
be transmuted, but is never created or destroyed. 

It may be well to remark here that work is not energy, but is 
rather the process by which energy is transmuted, amount of work 
being measured by the amount of energy transmuted. Whenever 
work is done, it leaves an effect behind it in the shape of energy of 

^ In British absolute units of work (called foot-poundals\ of which a foot-pound con- 
tains Qy the equivalent of a pound-degree Fahrenheit is 772x32*194 = 24854, which iR 
within less than 1 per cent, of 25,000. Hence the heat-equivalent of the kinetic energy 
of a mass of m pounds moving with a velocity of v feet per second is approximately \ mi^ 
-^ 25000, or 2mv*-M0OOOO. 
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■come kind or oUier, equal in amount to the energy consumed in per- 
1 forming the work, or, in other words, equal to the work itself. 

As regards the nature of heat, there can be little doubt that heat 

properly so collefl, that is sensible as distinguished from latent heat, 

L consists in some kind of motion, and that quantity of heat is quan- 

T tity of energy of motion, or kinetic energy (§ 121). whei-eas latent 

heat consists in energy of position or potential energy (§ 122). 

We have already had in the experiments of Rumford, Davy, Fou- 

l cault, and Joule, some examples of transmutation of energy; but it 

\ will be instructive to consider some additional instances. 

When a steam-engine is employed in hauling up coals from a pit, 
r an amount of heat is destroyed in the engine equivalent to the energy 
I of position which is gained by the coal. 

In the propulsion of a steam-boat with uniform velocity, or in the 
drawing of a railway train with uniform velocity on a level, there is 
no gain of potential energy, neither is there, as far as the vessel or 
train is concerned, any gain of kinetic energy. In the case of the 

■ steamer, the immediate etfect consists chiefly in the agitation of the 
Iwater, which involves the generation of kinetic energy; and the 
Jnltiniate efl'ect of this is a warming of the water, as in Joule's experi- 

toent. In the case of the train, the work done in maintaining the 

motion is spent in friction and concussions, both of which operations 

jive heat as the ultimate efl'ect. Here, then, we have two instances 

n which heat, after going through various transformations, reappears 

s lieat at a lower temperature. 

In starting a train on a level, the heat destroyed in the engine 

KSnds its equivalent mainly in the energy of motion gained by the 

Itrain; and this energy can again be transformed into heat by turning 

■off the steam and applying brakes to the wheels. 

A\Tien a cannon-ball is fired against an armour plate, it is heated 

red-hot if it fails to penetrate the plate, the energy of the moving 

BliaU being in this case obviously converted into heat. If the plate 

■ IB penetrated, and the ball lodges in the wooden bacldng, or in a 
r bank of earth, the bail will not be so much heated, although the total 

amount of heat generated must still he equivalent to the energy of 
motion destroyed. The ruptured materials, in fact, receive a large 
portion of the heat. The heat produced in the rupture of iron is well 
illustrated by punching and planing machines, the pieces of iron 
punched out of a plate, or the shavings planed off it, being ao hot 
ihat they can scarcely be touched, although the movements of the 
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paiK'h and plane are exceedingly slow. The heat gained bv the iron 
i», in fact, the equivalent of the work perfonn^id, and this woi^ is 
considerable on a/eeoont of the great force required- 

489. Heat Loat ia Expanaioii. — The diderence between the specific 
heat of a gas at cfjw^Uknt pressure and at constant volume, is almost 
exactly the equivalent of the work which the gas at constant pres- 
sure performs in pushing back the surrounding atmosphere. Joule 
immersed two equal vessels in water, one of them containing highly- 
c^>mpressed air, and the other being exhausted; and when they were 
Ix/th at the temperature of the water he opened a stop-cock which 
placed the vessels in communication. The compressed air thus 
expanded to double its volume, l>ut the temperature of the surround- 
ing water was unaltered, the heat converted into energy of motion 
by the expansion being, in fact, compensated by the heat generated 
in the destruction of this motion in the preWously vacuous vessel. 
This experiment shows that, when air expands without having to 
overcome external resistances, its temperature is not sensibly changed 
by the expansion. 

Tlie work done by a gas in expanding against uniform hydrostatic 
or pneumatic pressure may be computed by raultiplyiag the increase 
of volv/foe by the pressure per unit area. ' For, if we suppose the 
expanding body to be immersed in an incompressible fluid without 
weight, confined in a cylinder by means of a movable piston under 
constant pressure, the work done by the expanding body will be spent 
in driving back the piston. Let A be the area of the piston, x the 
distance it is pushed back, and p the pressure per unit area. Then 
the increment of volume is A ar, and the work done is the product of 
the force pA by the distance x, which is the same as the product of 
p by Ax. 

490. Difference of the two Specific Heats. — Let a gramme of air, 
occupying a volume V cub. chl at the absolute temperature T**, be 
raised at the constant pressure of P grammes per sq. cm. to the 

temperature T + 1*. It will expand by the amount y* *^^ ^^^^ ^o 
work to the amount -^ in pushing back the surrounding resist- 
ances. Now the value of -^- is (§ 325) the same for all pressures 

and temperatures. But at 0*" C. and 760 mm. we have T=273, 
P=:1033, and since the volume of 1*293 grammes is 1 litre or 1000 
cub. cm., we have iqqq 
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and 

-=-=-— ——-x _-_-=2926 gramme-centimetres. 
T 1*293 273 ® 

This is the work done in the expansion of 1 gramme of air at any 
constant pressure when raised I*' C. in temperature, and its ther- 
mal equivalent 

2926 



42400 



= -0690 



is the excess of the specific heat at constant pressure above the 
specific heat at constant volume. 

In the above calculation, the only factor which is peculiar to air 
is 1-293 in the denominator. Hence, if we multiply the result by 
1*293, that is, by the mass of a litre of air, we shall obtain a product 
which would be the same for all gases — at least for all which have 

the coefficient of expansion 273- But the product of the specific 

heat of a substance by the mass of a given volume of it, is the ther- 
mal capacity of that volume. Hence, the difference of the two ther- 
maZ capacities of a given volume is the same for all gases at the 
same pressure and temperature. 

Assuming Regnault*s value of the specific heat of air at constant 
pressure, '2375, the specific heat at constant volume will be 

•2375 --0690 = -1685. 

The heat required to produce a given change of temperature in a 
gas, when its volume changes in any specified way, may be com- 
puted to a very close approximation by calculating the work done 
by the gas against external resistances during its change of volume, 
and adding the heat-equivalent of this work to the heat which 
would have produced the same change of temperature at constant 
volume. 

The above calculation of the difference of the two specific heats 
rests upon the previously known value of Joule's equivalent. Con- 
versely, from the work done in the expansion of air at constant 
pressure, combined with the observed value of the specific heat of 
air at constant pressure, the value of Joule's equivalent can be com- 
puted. A calculation of this kind, but with an erroneous value of 
the specific heat of air, was made by Mayer, before Joule s equiva- 
lent had been determined. 

491. Thermic Engines. — In every form of thermic engine, work is 
obtained by means of expansion produced by heat, the force of 

30 
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expansion being iMiiiaUy applied by admitting a hot elastic fluid to 
yrem alternately on opposite sides of a piston traTelling in a cylinder. 
Of the heat received by the elastic fluid from the furnace, a part 
leaks out by conduction through the sides of the containing vessels, 
another part is carried out by the fluid when it escapes into the air 
or into the condenser, the fluid thas escaping being always at a 
temperature lower than that at which it entered the cylinder, but 
higher than that of the air or condenser into which it escapes; but 
a third part has disappeared altogether, and ceased to exist as heat, 
, having been spent in the performance of work. This third part is 
the exact equivalent of the work performed by the elastic fluid in 
driving the piston,^ and may therefore be caUed the heat utilized^ or 
the Iteat converted. 

The ejfficiency of an engine may be measured by the ratio of the 
li^eat thus converted to the whole amount of heat which enters the 
engine; and we shall use the word efjiciency in this sense. 

492. Camot's Investigations. — The first approach to an exact 
science of thermo-dynamics was made by Camot in 1824. By rea- 
soning based on the theory which regards heat as a substance, but 
which can be modified so as to remain conclusive when heat is 
regarded as a form of energy, he established the following prin- 
ciples: — 

I. The thermal agency by which Tnechanical effect may he obtained 
is tfte transference of heat from one body to another at a lower tem- 
perature. These two bodies he calls the source and the refrigerator. 
Adopting the view generally received at that time regarding the 
nature of heat, he supposed that all the heat received by an engine 
was given out by it again as heat; so that, if all lateral escape was 
prevented, all the heat drawn by the engine from the source was 
given by the engine to the refrigerator, just as the water which by 
its descent turns a mill-wheel, runs off* in undiminished quantity at 
a lower level. We now know that, when heat is let down through 
an engine from a higher to a lower temperature, it is diminished in 
amount by the equivalent of the work done by the engiae against 
external resistances. 

He further shows that the amount of work which can be obtained 
by letting down a given quantity of heat — or, as we should say with 
our present knowledge, by partly letting it down and partly con- 

^ If negative work is done by the fluid in any part of the stroke (that is, if the piston ' 
praases baok the fluid), the algebraic sum of work is to be taken. 
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luming it in wovk, is increased by raising the temperaturt; of the 
iouTce, or by lowering the temperature of the refrigerator; and estab- 
JJBhea the following important principle: — 

II. A perfect themw-dyruimic engine is such that, ■whatever amov/nt 
f mechanical effect it ca/ti derive from a certain thermal agency; 
I equal a/mov/nt be spent in worhmg it backwards, a/n. equal 
erae thermal effect vtill be produced. This is often expressed by 

y that a comphtcly reveruible Kiigvtie is a^ier/eci vngine. 
By a perfect engine is here meant an engine which possesses the 
KDaaximum of efficiency compatible with the given temperatures of its, 
tource and refrigerator; and Carnot here asserts that all completely 
ivetsible engines attain this maximum of efficiency. The proof of 
ihis important principle, when adapted to the present state of our 
nowledge, is as follows: — 

Let there be two therm o-dynamic engines, A and B, working 
)etween the same source and refrigerator; and let A be completely 
revei-sible. — Let the efficiency of A be m, so that, of the quantity Q 
f heat which it draws from the source, it converts m Q into mechan- 
1 effect, and gives Q— m Q to the refrigerator, when worked for- 
wards. Accordingly, when worked backwards, with the help of 
work TuQ applied to it from without, it takes Q— '/hQ from the 
fefi-igerator, and gives Q to the source. 
In like manner, let the efficiency of B be m', so that, of heat Q' 
Iwhicb it draws from the source, it converts i»i'Q' into mechanical 
Hcfiect, and gives Q' — m'Q' to the refrigei'ator. 

Let this engine be worked forwards, and A Imckwards. Then, 
hpon the whole, heat to the amount Q' — Q is drawn from the source, 
n'Q'— mQ is converted into mechanical effect, and heat 
JQ' — Q — (w'Q'— mQ) is given to the refrigerator. 

If we make m'Q'=7ftQ, that is, if we suppose the extenal effect 
■ to be nothing, heat to the amoimt Q' - Q or l^- - 1 ) Q is carried from 
e to the refrigerator, if m be greater than m', that is, if the 
reversed engine be the more efficient of the two. If the other 
engine be the more efficient, heat to the amount (^ -^■) Q is trans- 
ferred from the refrigerator to the source, or heat pumps itself up 
from a colder to a warmer body, and that by means of a machine 
which is self-acting, for B does work which is just sufficient to drive A. 
Such a result we are entitled to assume impossible, therefore B cannot 
be more efficient than A 



fr*yii* wji}>^/*it, if A b^ uwjre f^iieia than B. If B w«e ifc* oQcs^r 
^rffkri^it of the two, tb^ ref rig<^Tsaor would ktse b€:at to the anbomEt 
^y// - ru; (^, whkrh woald yield it- full equivalitriit of exuriral work, 
»fjd ihfjtfi a liiSkfiiiUh would \jh kept going and doing external wcrk 
by rneariii of heat drawn from the cfAdt^t bodr in its neigh^^iurhood, 
a result whi/:;h cannot be admitted to be possible. 

493, Examplei of BererriMlity. — ^The following may be mentioned 
aA examples of reversible operations. 

Wh^^i a ga^ exj/andii at constant temperature, it must l^e supplied 
from without with a definite amount of heat; and when it returns, 
at the >ta»ie temperature, to it^ original volume, it gives out the same 
amount ^/f h^^at. 

When a ga^ expands adiabatically (that is to say, without inter- 
change of heat with other bodies;, it falls in temperature; and when 
it iH cji)UiyT(:iM¥'A a/liabatically from the condition thus attained to its 
r^ginal vohjrae, it regains its original temperature. 

When wat^jr at 0^ freezes, forming ice at 0"", under atmospheric 
pn;s«ure, it expands and does external work in pushing back the 
atnir;Hphere. It also gives out a definite quantity of heat called the 
lat^.'nt heat of liquefaction. This ice can be melted at the same 
pnjHsure and temperature, and in this reverse process it must be 
HUpfilied with heat equal to that which it formerly gave out. Also, 
since tlie shrinkage will be equal to the former expansion, the pres- 
sure of the Hurroiinding atmosphere will do work equal to that for- 
UKjrly done against it. 

On thti otlier hand, conduction and radiation of heat are essentially 
irreversi})!*?, sinccj in these operations heat always passes from the 
wanner to the colder body, and refuses to pass in the opposite direc- 
tion. 

494. Second Law of Thenno-dynamics. — It follows, from the prin- 
cipNi tliUH (jHta})liHhe(l, that all reversible engines with the same tem- 
])(»ratureH of Hource and refrigerator have the same efficiency, whether 
tli(5 working Hubstanco employed in them be steam, air, or any other 
inat(?rial, gaseous, liquid, or solid. Hence we can lay down the fol- 
lowing law, which is called the second law of thermo-dynamics: the 
f'Jficifinty}/ of a completely reversible engine isindependentof the nature 
of the working substance, a/ad depends only on the temperatures at 
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tlie engine takes in cmd gives out Iteat; and Ute effi.fi.ency of 
an engine is the limit of possible effieienoyfor any evgine. 
As appendices to this law it has been further established: 

1. That when one of the two temperatures is fixed, the efficiency- 
is simply proportional to the difference between the two, provided 
this difference is very small. This holds good for all scales of tem- 
peratui-c. 

2. That the efficiency of a reversible engine ia approsimately 
-^—, T denoting the upper and T' the lower temperatiire between 
which the engine works, reckoned from absolute zero (§ 32-5), on the 
air-thermometer. This is more easily remembered when stated in 
the following more symmetrical form. Let Q denote the quantity 
of heat taken in at the absolute teni])erature T, Q' the quantity 
given out at the absolute temperature T', and consequently Q-Q' 
the heat converted into mechanical etfect, then we shall have 
approximately 
' Q_Q'_Q-Q' 

T T T-r' 

495. Proof of Formula for Efficiency. — Tliis important proposition 

iay be established as follows: — 

f Let the volume and pressure of a given portion of gas be re- 
isented by the rectangular co-ordinates of a movable point, which 
B will call " the indicating point," horizontal distance representing 

tolume, and vertical distance pressure. 

I When the temperature is constant, the curve which is the locus of 

pe indicating point is called an isothermal, and the relation between 
jrdinattis is 



iere C is a constant, depending upon the given temperature, and 

a, fact proportional to the absolute temperature by air-thennometer. 

[ When the changes of volume and pres-sure are adiabatic (§ 497), 

I given change of volume will produce a greater change of pressure 

when they are iaotherma], and the curve trac«d by the indicat- 

; point is called an adiabatic line. Whenever the given gas gains 

r loses heat by interchange with surrounding bodies, the indicating 

DJnt will be carried from one adiabatic line to another; and by 

Biccessive additions or subtractions of small quantities of heat we 

J get any number of adiabatic lines as near together as we please. 

By drawing a number of adiabatic lines near togethei', and a number 
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of isotherinals near together, we shall cut up our diagram into a 
number of small quadrilaterals which will be ultimately parallelo- 
grams. 

Let A B D (Fig. 310) be one of these parallelograms, and let 

A_^ the gas be put through the series of 

i N^^^^^'^^^ — ^~tP changes represented by A B, B C, C D, 

U ^' D^— J^\. DA, all of which, it will be observed, 

~~~^c are reversible. 

In A B the gas expands at constant 

— ^"^ ' temperature. Let this temperature, 

^^^ ^^^' expressed on the absolute scale of the 

air or gas thermometer, be T, let the small increase of volume be 

V, and the mean pressure P, so that the work done against external 

resistances is Vv, 

In BC the gas expands adiabatically and falls in temperature. 
Let the fall of temperature be r. 

In CD it is compressed at the constant temperature T— r. 
In D A it is compressed adiabatically, and ends by being in the 
same state in which it was at the commencement of this cycle of 
four operations. 

Since the external work done by a gas is equal to the algebraic 
sum of such terms as 

pressure x increase of volume, 

it is easily shown that the algebraic sum of external work done by 
the gas in the above cycle is represented by the area of the par- 
allelogram A B C D. 

Through A and B draw verticals A F, B E, which, by construction, 
represent diminution of pressure at constant volume; and produce 
C D to meet A F in F. Then the area A B C D is equal to the area 
A B E F (since the parallelograms are on the same base and between 
the same parallels), that is to A F multiplied by the perpendicular 
distance between AF and BE. But this perpendicular distance 
represents v, the increase of volume from A to B; and A F represents 
the difference (at constant volume) between the pressure at T and 
the pressure at T-|- r. This difference is 

hence the work done in the cycle is 
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But the work done in the operation A B was 

Pt;, 

and this work, being performed at constant temperature, is known 
(§ 489) to be sensibly equivalent to the whole heat supplied to the 
gas in the performance of it. This is the only operation in which 
heat is received from the source, and C D is the only operation in 
which heat is given out to the refrigerator. Hence we have 

P-t; 
heat converted T t 



heat from source Tv T* 



or, if Qj represent the heat received from the source, Qg the heat 
given to the refrigerator, T^ the temperature of the source, and Tg 
the temperature of the refrigerator. 






This proves the law for any reversible engine with an indefinitely 
small difference of temperature between source and refrigerator. 

Now, let there be a series of reversible engines, such that the 
first acts as source to the second, the second as source to the third, 
and so on; and let the notation be as follows: — 

The first receives heat Q^ at temperature T^ and gives to the 
second heat Qg at temperature Tg. The second gives to the third 
heat Qg at temperature T3, and so on. 

Then supposing the excess of each of these temperatures above 
the succeeding one to be very small, we have, from above, 

Ql_Ti C^_T2 Qn-l_T»-i 

Whence, by multiplying equals, 

Qi_Ti ., .^^ Q|-Qn _Ti-Tn 
Q-_^therefore-^^ — ^,--. 

ITie law is therefore proved for the engine formed by thus combin- 
ing all the separate engines. But this engine is reversible, and there- 
fore (§ 494) the law is true for all reversible engines. 

496. Thomson's Absolute Scale of Temperature. — In ordinary 
thermometers, temperatures are measured by the apparent expansion 
of a liquid in a glass envelope. If two thermometers are constructed, 
one with mercury and the other with alcohol for its liquid, it is 
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ohvioufij pohisi\Ae to make their indications agree at two fixed 
temperatures. K, however, the volume of the tube intervening be- 
tween the two fixed points thas determined be divided into the same 
number of equ^J parts in the two insta-nments, and the divisions be 
numbered sh degrees of temperature, the two instruments will give 
different indications if plunged in the same bath at an intermediate 
temperature, snd they will also differ at temperatures lying beyond 
the two fixed points. It is a simple matter to test equality of 
temperature, but it is far from simple to decide upon a test of equal 
differences of temperatures. Different liquids expand not only by 
^lifferent amounts but by amounts which are not proportional, no two 
liquids being in this respect in agreement. 

In the case of permanent gases expanding under constant pressure, 
the discordances are much less, and may, in ordinary circumstances, 
be neglected. Hence gases would seem to be indicated by nature as 
the proper substances by which to measure temperature, if differences 
of temperature are to be measured by differences of volume. 

It is also possible to establish a scale of temperature by assuming 
that some one substance rises by equal increments of temperature on 
receiving successive equal additions of heat; in other words, by making 
some one substance the standard of reference for specific heat, and 
making its specific heat constant by definition at all temperatures. 
Here, again, the scale would be different according to the liquid 
chosen. A mixture of equal weights of water at 0° C. and 100° C. 
will not have precisely the same temperature as a mixture of equal 
weights of mercury at these temperatures. If, however, we resort 
to permanent gases, we find again a very close agreement, so that, if 
one gas be assumed to have the same specific heat at all tempera- 
tures (whether at constant volume or at constant pressure), the 
specific heat of any other permanent gas will also be sensibly in- 
dependent of temperature. More than this; — the measurement of 
temperature by assuming the specific heats of permanent gases to 
be constant, agrees almost exactly with the measurement of tem- 
perature by the expansion of permanent gases. For, as we have 
seen (§ 343), a permanent gas under constant pressure has its volume 
increased by equal amounts on receiving successive equal additions 
of heat. 

The air-thermometer, or gas-thermometer, then, has a greatly 
superior claim to the mercury thermometer to be considered as fur- 
nishing a natural standard of temperature. 
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' But a scale which is not only sensibly but absolutely independent 
I the peculiarities of particular substances, is obtained by defining 
mperatuTe m eucfe a sense as to ryiaJce append-lx (2) to the second 
D of thermo-dynamicB rigorously exact. According to this system 
irhich waa first proposed by Sir Wm. Thomson), the ratio of any 
wo temperatures is the ratio of the two quantities of heat which 
frould be drawn from the source and supplied to the refrigerator by 
t completely reversible therm o- dynamic engine working between 
ftiese temperatuxes. This ratio will be rigorously the same, what- 
(ver the working substance in the engine may be, and whether it be 
|«olicl, liquid, or gaseous. 

497. Heat rei^nired for Change of Tolume and Temperature. — The 
amount o£ heat which must be imparted to a body to enable it to 
pass from one condition, as regards volume and temperature, to 
another, is not a definite quantity, but depends upon the course by 
which the transition is effected. It is, in fact, the sum of two quan- 
tities, one of them being iA« heat which would be reqv/ired if the 
transilion were inade witltout ecdernal wwk — aa in Joule's experi- 
ment of the expansion of compressed air into a vacuous vessel— and 
the other being the heat equivalent to the extet"nal work which the 
}dy pet-forms in making the transition. As regards the first of 
ihese quantities, its amount, in the case of permanent gases, depends 
■■almost entirely upon the difference between the initial and final tem- 
peratures, being sensibly independent of the change of volimie, as 
Joule's experiment shows. In the case of liquids and solids, its 
mount depends, to a very large extent, upon the change of volume, 
> that, if the expansion which heat tends to produce is forcibly 
revented, the quantity of heat required to produce a given rise of 
temperature is greatly diminished. This contrast is sometimes ex- 
pressed by saying that expansion by heat involves a large amount 
of internal work in the case of liquids and solids, and an exceedingly 
II amount in the case of gases; but the phrase internal work has 
t as yet acquired any veiy precise meaning. 
( an illustration of the different courses by which a transition 
r be effected, suppose a quantity of gas initially at 0° C. and a 
wure of one atmosphere, and finally at 100° C. ajid the same 
, the final volume being therefore 1-366 times the initial 
felume. Of the innumerable courses by which the transition may 
B made, we will specify two; — 
r 1st. The gas may be raised, at its initial volume, to such a tern- 
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perature that, when afterwards allowed to expand against pressure 
gradually diminishing to one atmosphere, it falls to the temperature 
100" 0. Or, 

2d. It may be first allowed to expand, under pressure diminishing 
from one atmosphere downwards, until its final volume is attained, 
and may then, at this constant volume, be heated up to 100°. 

In both cases it is to be understood that no heat is allowed to 
enter or escape during expansion. 

Obviously, the first course implies the performance of a greater 
amount of external work than the second, and it will require the 
communication to the gas of a greater quantity of heat, — greater by 
the heat-equivalent of the difierence of works. 

When a body passes through changes which end by leaving it in 
precisely the same condition in which it was at first, we are not 
entitled to' assume that the amounts of heat which have entered and 
quitted it are equal. They are not equal unless the algebraic sum of 
external work done by the body during the changes amounts to zero. 
If the body has upon the whole done positive work, it must have 
taken in more heat than it has given out, otherwise there would be 
a creation of energy; and if it has upon the whole done negative 
work, it must have given out more heat than it has taken in, other- 
wise there would be a destruction of energy. In either case, the 
difference between the heat taken in and given out rnust he tfte 
equivalent of the algebraic sum of external work. 

These principles are illustrated in the following sections. 

498. Adiabatic Changes. Heating by Compression, and Cooling by 
Expansion. — When a gas is compressed in an absolutely non-conduct- 
ing vessel, or, more generally, when a gas alters its volume without 
giving heat to other bodies or taking heat from them, its changes 
are called adiahatic [literally, without passage across]. 

Let unit volume of gas, at pressure P and absolute temperature T, 
receive heat which raises its temperature to T + r at constant pres- 
sure. The increase of volume will ,be ^, and the work done by the 

gas against external resistance will be -^. 

Next let the gas be compressed to its original volume without 
entrance or escape of heat, and let the temperature at the end of 
this second operation be denoted by T+«fr, so that the elevation of 
temperature produced by the compression is (« - 1) r. The pressure will 

now be P — m— , as appears by comparing the final condition of the gas 
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with its original condition at the same volume. This may be written 
P (i+'t'^), and the mean pressure during the second operation may 
be taken as half the sum of the initial and final pressures, that is, as 
P (i+i^). The work done upon the gas by the external compress- 
ing forces in the second operation is therefore 



kT 



or, to the first order of small quantities, P,j,, which is the same as 

the work done hy the gas in the first operation. Hence, to the first 
order of small quantities, the heat which has been given to the gas is 
the same as if the gas had been brought without change of volume 
from its initial to its final condition. That is to say, the heat which 
produces an elevation r of temperature, at constant pressure, would 
produce an elevation kt at constant volume. Hence 

Specific heat at constant p ressure _ 
Specific heat at constant volume "" 

where le may be defined as the ratio of the elevation of temperature 
produced hy a small adiabatic compression to the elevation of tern,- 
perature which would be required to produce an equal expansion at 
constant pressure. 

499. Belations between Adiabatic Changes of Volume, Temperature, 
and Pressure. — For the sake of greater clearness, we will tabulate the 
values of volume, temperature, and pressure, at the beginning and 
end of the adiabatic compression above discussed. 

At beginning. At end. Change. 

Volume, 1 + ^ 1 -,p 

Temperature, T + r T + /cr (f-lk 

Pressure, P ^(i+'t) ^¥ 

Denoting volume, temperature, and pressure by V, T, P, and their 
changes by dY, dT, dP, we have, to the first order of small quan- 
tities, 

dV__T dT_ (/c-l)T ^_^. 

■y-"~r|V T^T' P~T' 

V^ "T ' P ^^® therefore proportional to - 1, «c - 1, <; 

, , . dlogV ,dlogT, dlogP . 

ti^atj IS --^ -_ y-- ^ , _ 
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whence, if Vj, Ti, Pi are one set of corresponding values, and V2, T2, P2 
another set, we have 

600. Numerical Value of jc. — Since -p divided by — -y- is jc,rfP divided 
by — y- (which, as shown in § 129, is the coefficient of elasticity of 

the gas), is equal to Pjc. Now the square of the velocity of sound in 
a gas can be proved to be equal to the coefficient of elasticity divided 
by the density, and hence from observations on the velocity of sound 
the value of jc can be determined. It is thus found that 

K= 1-408 

for perfectly dry air; and its value is very nearly the same for all 
other gases which are difficult to liquefy. 

601. Bankine's Prediction of the Specific Heat of Air. — Let Si 
denote the specific heat of air at constant pressure, and S2 its specific 
heat at constant volume. Then (§§ 408, 500) we have 

-' = 1-408. 

But we have proved (§ 489) by thermo-dynamic considerations, in- 
dependent of any direct observation of specific heat, that 

From these two equations we have 

«2 (1-408-1) = -0690 
•069 -^- 

<i = -169 + -069 = -238. 

In this way the correct values of the two specific heats of air 
were calculated by Rankine, before any accurate determinations of 
them had been made by direct experiment. 

602. Cooling of Air by Ascent. Convective Equilibrium. — When a 
body of air ascends in the atmosphere it expands, in consequence of 
being relieved of a portion of its pressure, and the foregoing prin- 
ciples enable us to calculate the corresponding fall produced in its 
temperature. For we have 

dT_ K-l dV 
T " K 1^' 
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But (§ 213) if X denote height above a fixed level, and H " pressure 
height," or " height of homogeneous atmosphere," we have 

" P H' 

also H is proportional to T, so that if H^, T^, denote the values of 
H, T at the freezing-point, we have H=Ho ^. Thus we have 

T K K^T* ^^ dx K H; 

Expressing height in metres, the value of H^ will be 7990, and 

dT 

-j^ will denote the fall of temperature per metre of ascent. Thus, 
remembering that T^ is 273, we have 

_dT_ '408 273 _ 1- , 
dx 1-408 7990 101 ' 

that is, the temperature falls by ^^ of a degree Centigrade per metre 

of ascent, or falls 1° C. in ascending 101 metres. In descending air, 
elevation of temperature will be produced at the same rate. The 
calculation has been made on the supposition that the air is perfectly 
dry. The value of jc for superheated vapour is probably different 
from its value for diy air, and thus the presence of vapour may 
modify the above rate even when no liquid water is present. If 
ascending air contains vapour which is condensed into cloud by the 
cold of expansion, the latent heat thus evolved will retard the cool- 
ing; and if descending air contains cloud which is dissipated by the 
heat of compression, this dissipation retards the warming. 

The ascent of warm air will not occur when the actual decrease 
of temperature upwards is slower than that due to cooling by ascent; 
for air will not rise if the process of rising would make it colder and 
heavier than the air through which it would have to pass. On the 
other hand, air is in an unstable condition, and tends to form con- 
vection currents, when the decrease of temperature upwards is more 
rapid than that due to cooling by ascent. 

603. Adiabatic Compression of Liquids and Solids. — The following 
investigation, originally published by Sir W. Thomson in the Pro- 
ceedings of the Royal Society of Edinburgh, is applicable to liquids 
and solids as well es to gases. 

Let unit volume of a substance at the initial temperature f C. 
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and pre«nire P, be subjected to the following cycle of four opera- 
tions: — 

(I,) A small adiabatic compression v, with increase p of pres- 
sure. 

(2,) Addition of heat at constant pressure P+2>, producing a small 
rise rU of temj>erature. 

(3,) Adiabatic diminution of pressure from P+2> to P. 

(4.) Subtraction of heat, at constant pressure P, till the body 
returns to its original temperature t and therefore also to its original 
volume. 

Since the body is now in the same state as at first, the algebraic 
sum of external work done by it in the four operations must be the 
equivalent of the algebraic sum of heat received. 

Let r denote the increase of temperature in (1); and let e denote 
the expansion per degree at constant pressure. 

Then, neglecting small quantities of the second order, the changes 
of pressure, temperature, and volume are as shown in the following 
tabular statement: — 



operation. 


PreMure. 


Temperature. 


Change of 
Volnme. 


1 
2 
3 
4 


PtoP+p 

P+p 

P+ptoP 

P 


tio t + T 
t-^Tix)t + T-¥dt 
t + T + dt to t-^dt 

t + dt to t 


— r 
edt 

V 

-edt 



The work done by the body in the operations (1) and (3) taken 
together, is zero, since the mean pressure is the same in both and the 
changes of volume are equal and opposite. The work done by the 
body in the operations (2) and (4) taken together, is pe dt 

The heat given out by the body in (4) is C dt, C denoting the 
thermal capacity of unit volume of the substance. 

As the four operations are all reversible, we can apply the standard 
formula for efficiency; that is to say, denoting the absolute tempera- 
ture 273 + ^ by T and Joule's equivalent by J, we have the pro- 
portion 

which expresses that the difierence of temperatures of source and 
refrigerator is to the absolute temperature of the refrigerator as the 
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iverted ia the heat given to the refiigerator. From this 
proportion we deduce 



where r denotes the elevation of temperature produced by the adia- 
ritetic increase p in the pressure. 

For every substance which expands when, heated at constant 

I pressure, e i& positive and therefore r has the same sign as p, that is, 

increase of pressure produces elevation of temperature. On the 

[(Other hand, substances whicli, like water below 4°, contract when 

., are cooled by adiabatic pressure, since e for such substances 

is negative, 

504. Adiabatic Extensioa of a Wire. — In the above reasoning the 
pressure is supposed to be of the nature of hydrostatic pressure, that 
1, to be ei^ual in all directions. In order to treat the case of stress 
cpplied in one direction only, we have merely to modify the mean- 
igs of our symbols. Thus if P denote the tension of a wire, 
operation (1) will consist in increasing this tension till it amounts 
toF+p. 

In operation (2) the tension is to be kept constant while the tem- 
wratnre is raised by the amount dt, and operations (3) and (4) are 
a be similarly modified. 
■ will be negative, and e will denote the linear expansion per 
[degree when the wire ia kept at constant tension. 

Instead of the initial volume being unity, the initial length of the 

wire is to be unity. Then the quantities in column 4 of the tabular 

^statement will denote changes of length, while those in column 2 

■will denote tensions, and the computation of work will be precisely 

1 above, except that the sign will be changed, since the external 

forces do work when the wire is lengthening. 

In the expression C dt for the heat given out by the body in the 
fourth operation, C will denote the thermal capacity of unit length 
of the wire; and with these modified meanings of the symbols, the 
equation 



r will give the fall of temperature produced by an increase of tension. 
Every wire that expands in length with heat will he cooled by 
stretching it within its limits of elasticity, and will be warmed by 
relieving it of tension. If we suppose the wire to have unit sectional 
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area, C will denote the capacity of unit volume, and T the longi- 
tudinal stress in units of force per unit of area. 

505. Adiabatic Coefficients of Elasticity. — Neglecting the excep- 
tional cases of bodies which do not expand with heat, the resistance 
of a liquid to compression, and the resistance of a solid to both com- 
pression and extension, are greater under adiabatic conditions than 
under the condition of constancy of temperature. Thus, in the 
circumstances discussed in § 503 the pressure p produces an eleva- 
tion of temperature r, and the expansion due to this, namely er, must 
be subtracted from the compression which would be produced at 

constant temperature. This latter is ^, where E denotes the co- 
efficient of elasticity at constant temperature; so that the compres- 
sion will be only ^ — er. The coefficient of elasticity is in the 

inverse ratio of the compression; hence, to find the adiabatic co- 
efficient, we must multiply E by 



1 



, or by Ecr- 



P 



Substituting for r its value -^, we find 

Eer _ Ee^T 

p " jo- 
in assigning the numerical values of E and J, it is to be remembered 
that if E is expressed in C.G.S. measure, as in the table at p. 79, the 
value of J will be 41*6 millions. 

The factor for Young's modulus (§ 128) will be of the same form, 
E now denoting its value at constant temperature, and e the linear 
expansion for 1°, while C will still denote the thermal capacity of 
unit volume, which can be computed by multiplying the specific 
heat by the density. 

506. Freezing of Water which has been Cooled below 0°. — We have 
seen in § 355 that when freezing begins in water which has been 
cooled below its normal freezing-point, a large quantity of ice is 
suddenly formed, and the temperature of the whole rises to 0°. In 
§ 356 we have calculated the quantity of ice that will be formed, 
and we will now revise the calculation in the light of thermo- 
dynamics. 

The same final condition would have been attained if the whole 
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mass (unity) of water at -f had first been raised in the liquid 
state to 0**, and the mass x had then been frozen. The external 
work would also have been the same, being, in both cases, the pro- 
duct of atmospheric pressure by the excess of the final above the 
initial volume. Hence the algebraic sum of heat required is the 
same in both cases. But in the one case it is ^ - 79*25a;, and in the 
other case (that is, in the actual case) it is zero. Hence we have 

*-79-25aj=0 

t 



X = 



7C-25' 



The calculation in § 356 therefore requires no correction. 

507. Lowering of Freezing-point by Pressure. — When a litre (or 
cubic decimetre) of water is frozen under atmospheric pressure, it 
forms 1*087 of a litre of ice, thus performing external work amount- 
ing to 'OSTxlOS'S^O kilogramme-decimetres = '9 of a kilogram- 
metre, since the pressure of one atmosphere or 760 mm. of mercury 
is 103*3 kilogrammes per square decimetre. Under a pressure of n 
atmospheres, the work done would be '9 n kilogrammetres, neglecting 
the very slight compression due to the increase of pressure. If the 
ice is allowed to melt in vacuo, no external work is done upon it in 
the melting, and therefore, in the whole process, at the end of which 
the water is in the same state as at the beginning, heat to the 

amount of t^t =*00212 n of a kilogramme-degree is made to disappear. 

This process is reversible, for the water might be frozen in vacuo 
and melted under pressure; and hence, by appendix (2) to the second 
law of thermo-dynamics, we have 

•00212» :Q riT-r : T; 

where Q denotes the heat taken in in melting, which is 79*25 kilo- 
gramme-degiees, T the absolute temperature at which the melting 
occurs, about 273°, and T the absolute temperature of freezing under 
the pressure of n atmospheres. Hence we have 

•00212n : 79*25 : : T-T : 273; 

whence 

T-r = -oorsn; 

that is, the freezing-point is lowered by '0070 of a degree Cent, for 
each atmosphere of pressure. 

608. Heat of Chemical Combination. — There is potential energy 
between the particles of two substances which would combine chemi- 

31 
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cally if the opportunity were afforded. When combination actually 
takes place, this potential energy runs down and yields an equivalent 
of heat. We may suppose that the particles rush together in virtue 
of their mutual attraction, and thus acquire motions which constitute 
heat. 

In every case of decomposition, an amount either of heat or some 
other form of energy must be consumed equivalent to the heat of 
combination. 

When the heat evolved in combination is so great as to produce 
incandescence, the process in usually called combustion or explosion, 
according as it is gradual or sudden. In combustion the action takes 
place at the surface of contact of the two combining bodies. In 
explosion they have been previously mingled mechanically, and 
combination takes place throughout the whole mass. 

Chemical combination is often accompanied by diminution of 
volume, or by change of state from gas or solid to liquid or vice 
^xrsd. These changes sometimes tend to the evolution of heat, a« 




when oxygen and hydrogen unite to form liquid water; and some- 
times to its absorption, as in freezing -mixtures. The observed 
thermal effect is therefore the sum or difference of two separate 
effects; and in general no attempt has been made to assign their 
respective proportions. 

509, ObBervatious oa Heat of Combination. — Elaborate observa- 
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tions on the heats of combination of various substances have been 
made by Andrews, by Favre and Silbermann, and by Thomsen (of 
Copenhagen). The apparatus chiefly employed by Favre and Silber- 
mann is represented in Fig. 311. 

It is a kind of large mercurial thermometer, the reservoir R of 
which is made of iron, and contains one or more cylindrical openings 
similar to that shown at tyi. Into these are fitted tubes of glass or 
platinum, in which the chemical action takes place. One of the 
substances is introduced first, and the other, which is liquid, is then 
added by means of a pipette bent at B, and containing the liquid in 
a globe, as shown in the figure. This is efiected by raising the 
pipette into the position indicated by the dotted lines in the figure. 

In the upper part of the reservoir is an opening fitted with a tube 
containing a steel plunger P, which descends into the mass of mer- 
cury, and can be screwed down or up by tiu:ning the handle M. To 
prepare the apparatus for use, the plunger is so adjusted that the 
mercury stands at the izero-point of the graduated tube tt\ the action 
is then allowed to take place, and the movement of the mercurial 
column is observed with the telescope L. In order to measure the 
quantity of heat corresponding to this displacement, a known weight 
of hot water is introduced into the reservoir, and allowed to give up 
its heat to the mercury; the displacement of the mercurial column 
is then observed, and since the quantity of heat corresponding to 
this displacement Ls known, that corresponding to any other displace- 
ment can easily be calculated. The iron reservoir is inclosed in a 
box filled with wadding or some other non-conducting material.^ 

When the chemical action takes the form of combustion, a difierent 
arrangement is necessary. The apparatus employed by Favre and 
Silbermann for this purpose is of too complex a construction to be 
described here. Fig. 312 represents the much simpler apparatus 
employed for the same purpose by Dulong. 

It consists of a combustion-chamber C surrounded by the water 
contained in a calorimeter D, in which moves an agitator whose stem 

^ In the mode of experimentation adopted by Dr. Andrews, the combination takes place 
in a thin copper vessel inclosed in a calorimeter of water to which it gives up its heat ; 
and the rise of temperature in the water is observed with a very delicate thermometer, the 
water being agitated either by stirring with a glass rod or by making the whole apparatus 
revolve about a horizontal axis. 

In experimenting on the heat of combustion, the oxygen and the substance to be burned 
are introduced into the thin copper vessel, which is inclosed in the calorimeter as above, 
and ignition or explosion is produced by means of electricity. 
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m, ni-lnbAK-i 



Hydri*™, 

Ilj'dniffiiii with chtiirinv, 
('krtmniu iixiilu, . . . 

MKinh-Kaa, 

Clmni'Mi], 

(Imtitilti), 

]>lnui<m<], 

Nullvo *iiti>)inr, . . . 



. Zi.itl 



7.7S7 
7,770 
2,2fll 



3,100 



Softmlphur, . . . 
Sulphide of carbon, . 

Olefiantgu, 11,857 

Etber, 9,028 

Alcohol, 7,1M 

Stearic acid, 9,016 

Oil of turpentine, .... 10,862 

OlivB-oU, »,862 



Of all HiilwtanccH hydrogen possesses by far the greatest heat of 
ciiiii1>iihUi)Ii. This fact accounts for the intense heating effects which 
can III! obtained with the oxy-hydrogen blow-pipe, in which an 
finiiiilnr jet uf hydrogen is completely burned by means of a central 
jot of oxygen. 

BIO. Animal Heat and Work. — We have every reason to believe 
that animal heat and motions are derived from the energy of chemical 
cimiUinatiuns, which take place chiefly in the act of respiration, the 
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finost important being the combination of the oxygen of the air with 
r cttrbon which is furaiahed to the blood by the aniniara food. The 
r first enunciation of this view has been ascribed to Lavoisier. Rumford 
I certainly entertained very clear and correct ideas on the subject, for 
L he says, in describing Lia esperiment-i on the boring of cannon: — 

"Heat may thus be produced merely by the strength of a horse. 
I.and, in a case of a necessity, this heat might be used in cooking vic- 
I tuftls. But no circumatttHcea could be unagined in which this methoil 

■ of procuring heat would be advantageous; for more heat might be 
I obtained by using the fodder necessary for the support of a horse as 
[fuel." 

When the animal is at rest, the heat generated by chemical com- 
I tiination is equal to that given off from its body ; but when it works, 
I an amount of heat disappears equivalent to the mechanical etiect 
Iproduced. This may at first sight appear strange, in \iew of the 
I fact that a man becomes warmer when he works. The reconciliation 
Bflf the apparent contradiction is to be found in the eircumstanee that, 
Ijn doing work, respiration is quickened, and a greater quantity of 
p carbon consumed. 

Elaborate experiments on this subject were conducted by Him. 

■ He inclosed a man in a box containing a tread-mill, the shaft of which 
sscd tlirough the side of the box ; and the arrangements were such 

Bthab the man could either drive the mill against external resistance. 
I by continually stepping from one tread to the next above in the usual 
■■way, or could resist the motion of the mill when driven from without, 
■Ijy continually descending the treads, thus doing negative work. 
fTwo Uexible tubes were connected, one with his nostrils, and the 
rther with his mouth. He inhaled through the former, and exhaled 
rough the latter, and the air exhaled was collected and analysed. 
■'3'he heat given off from his body to the box was also measured with 
Kteme degree of approximation. The carbon exhaled, and heat gene- 
■rated, were both tolerably constant in amount when the man was at 
■TeHt. When he was driving the mill by ascending the treads, the 
fbeat given out was increased, but the carbon exhaled was increased 
I much greater ratio. When he was doing negative work by 
■descending the treads, the heat given out, though less in absolute 
Bftiuount. was greater in proportion to the carbon exhaled, than in 
^^tlier of the other cases. 

511. Vegetable Growth. — In the growtli of plants, the forces ot 
ihemical affinity do negative work. Particles which were previously 
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il'Z. Bfilu Weat, — Tie: aoocnfU 'A beat raoiatie'l {rem the Eon is 
j^i^M itiiiifAt \^yixA MifA- It*: f.*M ni*aKnt« of it have been 
lAAnUit^i hy two iraxnimfubt wii'hsb are alike in prindji-le — Sir J<^m 
M'-ivJ)*;!'* D/Ai'ii/mu-Mr and foailltt'* pyrt'^.</M>w^rf-^^, We shall 
dt^/Titj^ the tattfT, which t- represented in 
Fig. 313, At th«r upper end. next the son. 
It & Nltall'fw «-lin'ler cfjmp<jis'-<l of very thin 
'■/i\)\f-.t or Kilver, ftlle*! with water in which 
ttie bulb (A a thermometer is inserted, the 
hU-iit l^icing [lartially inclosed in the hollow 
tube which suppr>rts the cylinder. At the 
lower <;nd of the tuVje is a disc equal and 
parallel to the Viase of the cylinder. This 
in intended to receive the shadow of the 
cylinder, and thus assist the operator in 
pointinfr the infitrument directly towards 
the Hiiti. The cylinder is blackened, in 
order that its absorbing power may be as 
fjToat a« possible. 

The iuHtrument, initially at the tempera- 
ture of the atmosphere, is first placed for 
live minutes in a position where it is 
M« Bill iiyriieu.inioiBr exposed to tlie sky, but shaded from the 

sun, and the increase or diminution of its 
t.(i|ii|H>mtiir« IH tiliHorved; siippuMu it bo be a fall of 0°. The screen 
wlili'li Hliudod it from tho min is then withdrawn, and its rise of tem- 
puratiii'd 1h oliH(>rvt>d for tlvo minutes with the sun shining upon it; 
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Ecall this rise T". Fiaally, it is agaiu screened from the sun, and its 
Wtaii in five minutes is noted; — call this d". From these observations 
I it la inferred, that the instrument, while exposed to the sun, lost -5- 
I to the air and surrounding objects, and that the whole heat which it 
Ireceived from the sun was T + — ^, or rather was the product of 
I this diflerence of temperature \>y the thermal capacity o£ the 
I cylinder and its contents. This is the heat which actually reaches 
W the instrument from the sun, but a large additional amount has been 
I intercepted by absorption in the atmosphere. The amount of this 
1 absorption can be roughly detei'miniid by comparing observations 
I taken when the sun has different altitudes, and when the distance 
I travei-sed in the air is accordingly difierent. Including the amount 
I thus absorbed, PouiUet computes that the heat sent yearly by the sun 
I to Hie earth would be su_§icient to m-elt a layer of ice 30 metres tkick^ 
Eapread over the Bv/rface of the earth; and Sir John Herschel's estimate 
lis not very different. 

The earth occupies only a very small extent in space as viewed 
ft&om the sun; and if we take into account the radiation in all direc- 
Bitions, the whole amount of heat emitted by the sun will be found to 

■ be about 2100 million times that received by the earth, or sufficient 
w to melt a thickness of two-fifths of a mile of ice per hour over the 
V whole surface of the sun. 

613, Sources of Solar Heat, — The only causes that appear at all 

adequate to produce such an enormous effect, are the energy of the 

celestial motions, and the potential energy of solar gravitation. The 

motion of the earth in its orbit is at the rate of about 96,o00 feet per 

second. The kinetic energy of a pound of matter moving with this 

J velocity is equivalent to about 104,000 pound-degrees Centigrade, 

fcwhereas a pound of carbon produces by its combustion only 8080. 

iThe inferior planets ti-avel with greater velocity, the square of the 

■Telocity being inversely as the distance from the sun's centre; and 

l;the energy of motion is proportional to the square of velocity. It 

I follows that a pound of matter revolving in an orbit just outside the 

■Bun would have kinetic energy about 220 times greater than if it 

■ travelled with the earth. If this motinn were arrested by the body 
P plunging into the sun, tlie heat generated would be about 2800 times 

greater than that given out by the combustion of a pound of chai'coal, 
We know that small bodies are tiuvelling about in the celestial 
spaces; for they often become visible to us aa meteors, their incan- 
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'let^eeiiee bufmg doe to th^ beat geiiezatbd Inr their friction against 
the eajth's atiooeplj^re: ax^l th^fre is reaaoo to believe that bodies of 
tliih kind eompcise the iaixueiuie dreamsolar nebula called the zodiacal 
liglit; and ali^^ posbiMy. the solar eorona which beocimes risible in 
total eclipses. It is probable that these ^mall bodies, being retarded 
hy Hie rehhitance ot an ethereal medium, which is too rare to interfere 
Hewsihly with the m<Alf*n of such large bodies as the planets, are 
^padually sucked into the sun, and thus furnish some ocoitribiiticHi 
towanis the maintenance of solar heat. But the perturbations of the 
inferior planets and comets furnish an approximate indicati<Mi of the 
quantity of matter circulating within the orbit of Mercury, and this 
quantity is found to l>e such that the heat which it could produce 
would only l^e e^^uivalent to a few centuries of solar radiation. 

Helmholtz hai$ suggested that the smallness of the sun's density — 
only i of that of the earth — may be due to the expanded condition 
c^>risequent on the possession of a very high temperature, and that 
this high temperature may be kept up by a gradual contraction. 
Contraction involves approach towards the sun s centre, and there- 
fore the performance of work by solar gravitation. By assuming 
that the work thus done jdelds an equivalent of heat, he brings out 
the result tliat, if the sun were of uniform density throughout, the 
heat developed by a contraction amounting to only one ten-thousandth 
of the solar diameter, would be as much as is emitted by the sun in 
2100 years. 

514. Sources of Energy available to Kan. — Man cannot produce 
energy; he can only apply to his purposes the stores of energy which 
he finds ready to his hand. With some unimportant exceptions, 
these can all be traced to three sources: — 

I. The solar rays. 

II. The energy of the earth s rotation. 

III. The energy of the relative motions of the moon, earth, and 
sun, combined with the potential energy of their mutual gravita- 
tion. 

The fires which drive our steam-engines owe their energy, as we 
have seen, to the solar rays. The animals which work for us derive 
their energy from the food which they eat, and thus, indirectly, from 
the solar rays. Our water-mills are driven by the descent of water^ 
which has fallen as rain from the clouds, to which it was raised in 
the form of vapour by means of heat derived from the solar rays. 

The wind which propels our sailing-vessels, and turns our wind- 



1 



80UHCES OF ENERGY. 489 

Ills, is due to tlie joint action of heat deriverl from the ami, and the 

,rth's rotation. 

The tides, which are sometimea employed for driving mills, are 
due to sources II. and III. combiued. 

The work which man obtains, by his own apphances, from the 
winds and tides, is altogether insignificant when comjrared with the 
work done by these agents without his intervention, this work being 
chiefly spent in friction. It is certain that all the work which they 
do, involves the loss of so much enei'gy from the original sources; a 
^,4oss which is astrononiically insignificant for such a period as a cen- 
'.tury, hut may produce, and probably has produced, veiy sensible 
jeffects in long ages. In the ease of tidal friction, great part of the 
[loss must fall upon the energy of the earth's rotation; but the case 

very different with winds. Neglecting the comparatively insigni- 
:£cant effect of aerial tides, due to the gravitation of the moon and 
sun, wind-friction cannot in the slightest degree affect the rate of the 
earth's rotation, for it is impos-sible for any action exerted between 
parts of a system to alter the angular munieutum^ of the system. 
The effect of easterly winds in checking the earth's rotation must 
therefore be exactly balanced by the effect of westerly winds in 
accelerating it. In applying this principle, it is to be remembered 
that the couple exerted by the wind is jointly proportional to the 
force of friction resolved in an easterly or westerly direction, and 
to tlie distance from the earth's axis. 

515. Diseipation of Energy, — From the principles kid down in the 
present chaptor it appears that, although mechanical work can he 

tirely spent in producing its equivalent of heat, heat cannot be 
entkely spent in producing mechanical work. Along with tlie con- 
of heat into mechanical effect, there is always the transference 
■tif another and usually much larger quantity of heat from a body at 
'ttk higher to another at a lower temperature. In conduction and 
radiation heat passes hy a more direct process from a warmer to a 
■cokter body, usually without yielding any work at all. In these 
«ases, though there is no lose of energy, there is a running to waste 
far as regards convertibility; tor a body must be hotter than 
meighhouring boilies, in order that its heat may be available for 
lelding work. This process of running down to less available forms 
[■has been variously styled diffusion, degrailution, and dissipation of 
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energy, and it is not by any means confined to heat. We can assert 
of energy in general that it often runs down from a higher to a 
lower grade (that is to a form less available for yielding work), and 
that, if a quantity of energy is ever raised from a lower to a higher 
grade, it is only in virtue of the degradation of another quantity, in 
such sort that there is never a gain, and is generally a loss, of avail- 
able energy. 

This general tendency in nature was first pointed out by Sir W. 
Thomson. It obviously leads to the conclusion that the earth is 
gradually approaching a condition in which it will no longer be 
habitable by man as at present constituted. 



CHAPTER XXXIX. 



STEAM AND OTHER HEAT ENGINES. 



516. Heat-engines. — ^The name of heat-engine or thermo-dynaniic 
engine is given to all machines which yield work in virtue of heat 
which is supplied to them. Besides the steam-engine, it includes the 
air-engine and the gas-engine. We shall first describe one of the 
best forms of the air-engine. 

517. Stirling's Air-engine. — Fig. 314 is a perspective view, and 
Fig. 315 a section of the engine invented by Dr. Robeiii Stirling. 
The particular form here represented is that which has been adopted 
in France by M. Laubereau. It consists of two cylinders of different 
diameters, which are in communication with each other. The larger 
cylinder is divided into two compartments by a kind of large piston 
made of plaster of Paris, which, however, does not touch the sides of 
the cylinder, and thus leaves an annular space for communication 
between the two compartments. 

The bottom of the large cylinder, which is directly exposed to the 
action of the furnace, is slightly concave; the top is double, thus 
affording an intermediate space, through which cold water is kept 
circulating by means of a pump which is driven by the machine. 
From this arrangement it follows that, when the mass of plaster is 
at the bottom of the cylinder, it will intercept the heat of the fire, 
being a very bad conductor, and thus the air in the cylinder will be 
cooled by the water in the double top. On the other hand, when 
the piston is in contact with the refrigerator, the air will be exposed 
to the action of the fire, and its elastic force will, consequently, be 
increased. 

The smaller cylinder is open above, and contains a piston which 
drives a crank on the axle of a heavy fly-wheel of cast-iron. The com- 
munication between the two cylinders is in the lower part of each. 
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Suppose now that the large piston is in contact with the refrige- 
rator, while the Bmall piston is ia it« lowest position. The ur is thos 
exposed to the action of beat, expands, and raises the small piston. 
If we now suppose the large piston shifted to the bottom of the 




cylinder, the air will cool, and its pressure will diminish, becoming 
e<5ual to or even less than that of the atmosphere. The small piston 
will thus be carried to the bottom of the cylinder by the movement 
of the fly-wheel, and will again be pushed up by the expanding 
air, if we suppose the large piston to rise again to the top of its 
cylinder. 




—Section dI Btltling'i AIi-englDe. 
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Thia motion of the large piston is efl'ected, as shown in the figure, 
by means of an eccentric on the asie of the fly-wheel. The engine 
is of small size, and is intended 

I for purposes requiring hut little 

I power. To obtain high efficiency, 

' according to the principles of the 
J chapter, the difference of 
temperature between the two ends, 
of the large cylinder should be very ; 
great. This amounts to saying that 
the lower end must be kept very 
hot, since it is practically impos- 
sible to keep the upper end much 
cooler than the surrounding atmo- 
sphere. The facility of maintain- 
j a very high teniperature con- 
stitutes at once the strength and the weakness of the air-engin«. 
The bottom of the cylinder becomes rapidly oxidized, and needs fre- 

' qiient renewal. Partly for this reason, and partly on account of the 
small expansibility of air as compared with the expansion which 
takes place when water is converted into steam, air-engines are 
seldom employed for high powers. 

818. The SteBin-engine: its History. — As early as the seventeenth 
century, when Otto Guericke and Torricelli were investigating the 
pressure and the weight of air, attention had been given to the phy- 
sical properties of steam, and the idea of employing it as a source of 
work had been entertained. 

The first person who made steam drive a piston was Papin, a French 
philosopher, inventor of the digester and the safety-valve (born 10.5U; 
died 1710). About the year ICDO he constructed a working model, 
consisting of a cylinder open at the top, containing a piston and a 
little water below it. The water was converted into steam by the 
application of heat, and raised the piston. The machine being then 
allowed to cool, the pressure of the atmasphere forced the piston 
to descend. A backward and forward motion was thus obtained, 
which Papin proposed to convert into a rotatory motion by means 
of rack' and pinion work and ratchet-wheels. A description of 
Papin's machine is given in the Acta Eruditorwrn under date 1C90. 
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The first steam-engine actually employed for doing useful work 
was invented by Savery about 1697, and was extensively used for 
draining mines. Steam from a separate boiler was admitted to press 
upon the surface of water in a vessel, and thus force it up through 
an ascending pipe; and on the condensation of the steam, water from 
a lower level was raised into the vessel by atmospheric pressure. 
The condensation was effected by applying cold water to the outside 
of the vessel. 

Savery's engine, which was a steam-pump, and not an engine 
adapted for general purposes, was superseded by an engine jointly 
contrived by Newcomen, Savery, and Cawley, which combined the 
cylinder and piston with the separate boiler and with condensation 
by the injection of cold water into the cylinder. This engine is 
generally referred to as Newcomen's atmospheric engine, — so called 
because the descent of the piston was produced by atmospheric pres- 
sure, on the condensation of the steam beneath it. 

James Watt (bom 1736; died 1819), who effected the most im- 
portant improvements in the steam-engine, had his attention called 
to the subject when engaged in repairing a model of Newcomen's 
engine, being at that time philosophical instrument maker to the 
University of Glasgow. His first improvement consisted in the 
introduction of a separate vessel for the condensation of the steam, 
so as to allow of keeping the cylinder always hot. 

This first improvement, which immediately produced a great saving 
of fuel, was followed by another of scarcely less importance. This 
consisted in substituting the pressure of steam for the atmospheric 
pressure, which in Newcomen's engine caused the downward stroke 
of the piston. The upward stroke was effected by means of a coun- 
terpoise, the steam being admitted to press equally both above and 
below the piston. These two improvements, and a general perfect- 
ing of the details of the machinery, caused Watt's engine to supersede 
that of Newcomen. The engine thus contrived by Watt is called 
single-acting, because only the down-stroke of the piston is produced 
by the pressure of steam. This arrangement is particularly adapted 
for pumping, and is commonly employed at the present day for 
draining mines. It was not long before Watt perfected his engine 
by employing steam to produce both the up-stroke and the down- 
stroke. This is the characteristic of the double-acting engine, which 
was carried to a high degree of perfection by the inventor himself, 
and which is now most frequently adopted as the source of moving 
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power. We may add that the improvements introduced in the 
steam-engine since Watt's time have been matters of detail rather 
than of principle. We proceed to describe Watt's engine. 

619. Principle of the Doulale-acting Engine. — M (Fig. 316) 18 a 

boiler communicating with the top and bottom of the cylinder by 

means of two stop-cocka a and h. Connection can be established 

between the cylinder and the condunaer I by two otlier cocks c and 

If now the cocks a and c are opened, and h and d shut, the 




stoam from the boiler will arrive above the piston P, while that 
which was previously introduced below will, by communication 
with the condenser, be more or less condensed, and will thus lose 
its elastic force; the piston will accordingly descend to the bottom 
of the cylinder. The two cocks h and d are then opened, while the 
other two are shut; the steam above the piston is thus condensed, 
while that below the piston forces it up, thus causing the upward 
stroke, after which the piston may again be made to descend, and 



We thus see Uiat, by suitable manipulation of the stop-cocks 
o,h,c,(/, we can give the piston a backward and forward motion, which 
may easily be transformed into one of rotation. For this purpose 
the piston-tod is connected with one end of the beam EG by the 
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jointed parallelogram C B D E, while the other end of the beam is 
jointed to the connecting-rod GL, which is itself jointed to the crank 
of the fly-wheel RR 

It will be seen that, if the piston descends, the action of the crank 
will drive the wheel in the direction shown by the arrow. When 
the piston has completed its downward stroke, the connecting-rod 
and the crank will be in a straight line, and the action of the former 
upon the latter will have no tendency to turn the wheel either way. 
ThiH position is called a dead point But the momentum acquired 
hy the fly-wheel will carry it past this position, and, the piston having 
then commenced its upward stroke, the rotatory movement will con- 
tinue in the same direction until the rod and crank are at the other 
dead point, which occurs at 180° from the first, and is passed over 
in the same way. We thus see that, by means of the alternate 
motion of the piston, we can obtain a rotatory motion, which may 
be imparted to a horizontal shaft, and made to drive machinery of 
any kind. 

The jointed parallelogram which connects the piston-rod with the 
beam is one of the most ingenious of the improvements introduced 
by Watt. Its use is evident. When the engine is at work, the end E 
of the beam describes an arc of a circle, while the end D of the piston- 
rod moves in a straight line; it is therefore impassible to joint them 
directly together. They are therefore connected through the medium 
of the short rod ED, which, with the two other rods, BD and BC, 
together with the part CE of the beam, form a jointed parallelo- 
(jrarriy the angles of which can vary according to the position of the 
beam. The angle B is connected by a joint with the end of the 
radiu8-rod BO, movable about the fixed point 0. The effect of this 
arrangement is as follows: — If we take the beam in a horizontal 
position, and suppose the end E to rise, the point D will be drawn 
towards the left by the action of the beam, and towards the right by 
the action of the radius-rod BO, which, from its checking the move- 
ment of the piston-rod to either side, is often called the bridle-rod. 
It will easily be imderstood that these two contrary actions may be 
made to balance each other almost exactly, and that, accordingly, 
the path of D will deviate very little from a straight line. 

6S0. Arrangement for Admitting the Steam. — We have simplified 
the description of the steam-engine by supposing that the cocks a 
and c, 6 and d were alternately opened by hand. This, however, is 
not the actual arrangement, the opening and closing of the passages 
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eing really etfected by automatic movements. The most usual 
rrangement for this purpose is the sUde-'valve, which we now pro- 
ceed to describe. 

The steam, instead of entering the cylinder directly, passes into it 
from a box in front of it (Fig. 317), which is called the ■oalve-ckeat. 
In the opposite face of the box from that 
at which the steam enters, are tliree 
holes or poiis near each other. The 
uppermost of these communicates with 
the upper part of the cylinder; the 
lowest one with the lower part; and the 
middle hole with o, wliieh itself is in 
communication with the condenser. 
Upon this face of the box there shck^a a 
jctangular piece of metal, hollowed tjut 
, the side next these openings, and- 
irge enough to reach over two of the rig. si7.-3iUi!ii.ivu'. 

B at once. 

. In tlie right-hand figure this sUdf-vaive is supposed to be at the 
p of its upward stroke, thus admitUng the steam below the piston, 
and pushing it in the direction indicated Ly the arrow; while the 
steam above the piston is put in communication with the condenser, 
1 the left-hand figure, the opposite position is shown; tlie steam is 
litted above the piston, while the lower part of the cylinder is 
a communication with the condenser, 

5S1. Movement of the Sliding-valve. — It is desirable that the niove- 
hient of the slide-valve should be automatic; for this purpose the 
Allowing arrangement is employed, A circular piece of metal e, 
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• called the eccentric, is traversed by the shaft of the engine in a point 
which is not the centre of the piece, and is rigidly attached to the 
sliaft. This eccentric is surrounded with a ring of metal, which can 
turn freely about it, and which forms part of tlie triangular frame T. 
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'Hi^; v^^fi^x f/l the triangle v^ fimtenf^d u> a fceni lever «it*r, which thu? 
re/5^rjv^?«ii an />^rillat/jTy wi/>vewient a^x^at the point t. This move- 
f/i^mi raMen an/1 l//werft alternately the rod </, which Ls attached to 
the Mli/lin^' valve, arid thtm give^ that valve its motioiL 

022. Air'pvmp of the Condenaer, — The condenser is a cyUnder into 
whi/;h a }td f/f c/Ad wat/;r con>itantly plays, the quantity of ^rhich 
fthtt U; iri/:n;aM#^l or diminished at pleasure. The steam, in its oon- 
tU'tiHfiiunt, hcfiiH the cr^ld water, and at the same time the air con- 
tained in the waU;r is disf;n^;^ed, owing to the small pressure in the 
iUffuh'.rmir, It ih thus found necessary to pump out both the air and 
f^M; wat<!r; and the pump which does this is driven by the beam of 
the engine, 

'Hie warm wai^ir thus drawn out is conducted to a reservoir, 
wh(!ric(} a fK^rtirm of it is raised by a second pump, and forced into 
the boiler. Finally, a third pump, usually of greater power than 
t/lie otlier two, raises water from some external source, and dis- 
charges it int(^ a bath called the cold well, which feeds the con- 
dormer. TheHCi hist two pumps are also connected with the beam of 
the engin(!. 

688. Oovernor-balls. — The apparatus called the governor-balls or 
i\w (umtri/vfjal goimmor was designed by Watt for the purpose of 
rogulatin<( the adnuHsion of steam in such a manner as to render the 
rate of th(i (aigino nearly constant through all variations of the resist- 
ance to 1)0 ovorcoine. 

It conHJMtH of a vertical axis y (Fig. 319), which receives a rotatory 
njovc^mt^nl from the machine. To the top of this are jointed two 
rods a/J, a'/J'i canying the heavy balls Z and Z\ Two other rods, 
/)i, ft'§\ hw jointod to the first, so as to form with them a lozenge, 
tho lowtM' ond of which is fastened to a sliding-ring m, which sur- 
rounds tho axis of rotation. When the engine is at rest, the sides of 
tho loxongi> kivvi as noar as possible to the vertical, but when it begins 
to \vork» tho l>alls are camod out from the vertical by centrifugal 
i\nvK\ tuul tho distance increases with the velocity of rotation. The 
Hlidiug-ring is thus raised, and, by means of a system of levers, acts 
u{H>u a thixittlo- valve (a disc turning about a diameter) in the steam- 
pi(H\ so as to diuiiuiv"^ the supply of steam to the cylinder when the 
vokHutv iuoi*t>asos. 

fild4« Use of the Fly-wheel. — From the mode in which the motion 
of tho (usti)4i is transmitted to the shaft, it is obvious that the 
i\Hiplo uudorgvHv^ givat variations of magnitude. It is greatest (i 
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lered statically) when the ci'ank ia ut-arly at right angles to the 
inecting-rocl, and diniiniahes in approaching the dead points, where 
pvanishes altogether. These variations in the driving couple tend to 
coduce eorresponduig variations in the velocity of rotation. 
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Other causes also contribute to produce the same result, especially 
^e variations in the amount of resistance to be overcome. If, for 
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instance, the engine drives a wheel with cams which raise a tilt- 
hammer, when the hammer falls the principal resistance is removed, 
and the engine immediately begins to quicken its speed. When the 
hammer is caught again by the next cam, the velocity is suddenly 
diminished, and so on. Similar results, though not of so marked a 
character, are produced in engines of all kinds. These sudden changes 
of velocity, if not mitigated, would be very injurious to the mechan- 
ism of the engine, by the shocks which they would produce. 

The use of the fly-wheel is to remedy this evil. It is a wheel of 
considerable size and weight (the weight being collected as much as 
possible at the rim), and receives a rotatory movement from the 
engine. If the driving power increases, or the resistance diminishes, 
all the moving parts of the engine acquire increased velocities; but 
the greatest part of the additional energy of motion thus generated 
goes to the fly-wheel, which has such a large moment of inertia that 
a very slight change in its angular velocity represents a large amount 
of energy (§ 114). The energy thus absorbed by the fly-wheel is 
restored by it when the velocity is checked; and the rotation of the 
shaft is thus rendered nearly uniform in all parts of the stroke. The 
size of the fly-wheel is usually made such that the difference between 

the greatest and least velocities shall not exceed about g^ of the mean 

velocity. 

626. General Description of Watt's Engine. — The explanations above 
given will enable the reader to understand the general arrangement 
of Watt's engine as represented in Fig. 319. It is merely necessary 
to remark that the slide-valve is slightly different from that described 
above, but the modification is not of any importance. 

626. Working Expansively. — Among the modifications introduced 
since Watt's time, we must notice in the first place what is called 
expansive working} When the piston has performed a part of its 
stroke, the steam is shut off* (or in technical phrase cut off) from the 
cylinder, and the expansive force of the steam already admitted is 
left to urge the piston through the remainder of its course. By this 
means a great economy of steaan may be effected. The part of the 
stroke at which the cut-off occurs may be determined at pleasure. 
It is sometimes at half -stroke, sometimes at quarter-stroke, some- 
times at one-fifth of stroke. In the latter case, the piston describes 

* This was one of Watt's inventions, but it ba-P bee» jnuch wore fully developed in 
recent times, 
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B remaining four-fifths of ita stroke under the gradually diminish- 
l pressure of the steam which entered the cylinder during the first 
fifth; and the work done during these four-lifths is so much work 
gained by working expansively. 

527. Modiflcation of Slide-valve for BxpanBive Working. — The cut- 
ting-otf of the steam Viefore the end of the stroke is usually effected 
by the contrivance represented in Fig. 320: ad, a'd', are two plates 
forming part of the slide-vaJve 

ind of much greater wi<lth than e ~~~^^ I ^ 

ihe openings L, L'. The esces,'-. « ' "w •> '"''' _i"' 

[ width is called lap. By this i /i. ' J \ \.< 

ingement one of the apertures L I -. ' ^ i 

; closed for some time, so (.;_ _.. m.., , .. j,„ i ; ■,_ 

the steam is shut otf, and 

inly by its expansion. The expansion increases with the lap, 
»ut not in simple proportion, as equal movements of the slide-valve 
rreapond to equal movements of the piston. The amount 
' expansion can also be i-egulated by means of the liyih-Tnotion, 

1 will be described in § 540, 
S88. Compound EngineB,^Thi3 is the name given to enginas in 
which the steam performs the greater part of ita expansion in a second 
cylinder, of much larger cross -sect ion than the tirst, the increased 
ii of pressure on tlie piston aerviug to compensate for the dimin- 
ihed intensity of pressure which 
its in the latter pai't of the 
ike, and thus to produce greater 
idineaaof diiving-powtT. Varimi'. 
lethoda have been adopted for con- 
y the two cylinders. One ar- 
jement for this purpase is repre- 
i in Fig. 321. p is the smaller 
iston, working in tlie smaller cylin- 

r ABCD. P is the larger piston, ?!, KL-ComiTraimi i^yllmlcr ArrMiBcmcnl. 

orking in the larger cylinder 

B'C'D'. In the up-strokc, the passage DA' is closed, and CB' is 
The small piston is forced up by the high-pressure steam 
jeneath, while the steam aliove it, instead of escaping to a condenser, 
txpands into the large cylinder, aii'l there raises the piston P, the 
ipper part of the large cylinder beinjj; connected with the condenser. 
>wn-Btroke, the passage C B' is closed, and D A' is 
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The two piston-rods are connected with the same end of the beam, 
and rise and fall together. The distribution of the steam is effected 
by means of two slide-valves, each governed by an eccentric. 

Compound engines have been adopted for several lines of ocean- 
steamers, where it is of primary importance to obtain as much work 
as possible from a limited quantity of fuel. 

629. Surface Condensation. — In several modem engines, the con- 
denser consists of a number of vertical tubes of about half an inch 
diameter, connected at their ends, and kept cool by the external 
contact of cold water. The steam, on escaping from the cylinder, 
enters these tubes at their upper ends, and becomes condensed in its 
passage through them, thus yielding distilled water, which is pumped 
back to feed the boiler. The same water can thus be put through 
the engine many times in succession, and the waste which occurs is 
usually repaired by adding from time to time a little distilled water 
prepared by a separate apparatus. 

630. Classification of Steam-engines. — The distinctions which exist 
between different kinds of stationary engines relate either to the 
pressure of the steam, or to its mode of action, or to the arrangement 
of the mechanism, especially as regards the mode in which the move- 
ment of the piston is transmitted to the rest of the machinery. 

On the first of these heads, it must be remarked that the terms 
low-pressure and high-pressure are no longer equivalent to con- 
densing and non-condensing as they once were, and merely express 
differences of degree. 

When the pressures employed are very low there is little risk of 
explosion and little wear and tear; but the engine must be very large 
in proportion to its power, and expansive working cannot be em- 
ployed. Low-pressure engines are always condensing, though the 
converse is not true. 

With regard to the mode of action of the steam, engines may be 
classed as condensing or non-condensing, as expansive or non-expan- 
sive. Condensation increases the quantity of work obtainable from 
a given consumption of fuel, and is almost always employed for 
stationary engines where the supply of water is abundant, and also 
for marine engines, but it is dispensed with in locomotives and 
agricultural engines. 

Expansive working is also conducive to efficiency, as is obvious 
from § 526. Assuming the temperature of the steam to remain con- 
stant during the expansion, the following table, calculated by an 
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ppplicatiou o£ Boyle's law, exhibits the relative amounts of work 
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Expansive worlting is often combined with the superheating of 
ism, that is to say, heating the steam after it has been formed, so 
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as to raise its temperature above the point of saturation. This 
increases the difference of temperatures, to which, according to the 
second law of thermo-dynamics, the maximum efficiency is propor- 
tional; and experience has shown that an actual increase of efficiency 
is thus obtained. 

631. Form and Arrangement of the Several Parts. — As regards their 
mechanism, the arrangement of steam-engines is considerably varied. 
In stationary condensing engines, the beam and parallelogram are 
usually retained; but the arrangement of high-pressure non-con- 
densing engines is generally simpler. The piston-rod frequently 
travels between guides, and drives the crank by means of a connect- 
ing-rod. The cylinder may be either vertical or horizontal, or even 
inclined at an angle. An engine of this kind is represented in Fig. 
322. 

Oscillating Engines, — The space occupied by the engine may be 
lessened by jointing the piston-rod directly to the crank without any 
connecting-rod. In this case the cylinder oscillates around two 
gudgeons, one of which serves to admit the steam, the other to let 
it escape. The distribution of the steam is effected by means of a 
slide-valve whose movements are governed by those of the cylinder. 
Oscillating engines are very common in steam-boats, and usually 
produce an exceedingly smooth motion. 

632. Rotatory Engines. — Numerous attempts have been made to 
dispense with the reciprocating movement of a piston, and obtain 
rotation by the direct action of steam. Watt himself devised an 
engine on this plan in 1782. Hitherto, however, the results obtained 
by this method have not been encouraging. Behren's engine, which 
we now proceed to describe, is one of the best examples. 

Fig. 323 is a perspective view of the engine, and Fig. 324 a cross- 
section of the cylinders, showing the mode of action of the steam. 
C and C are two parallel axes, connected outside by two toothed 
wheels, so that they always turn in opposite directions. One of 
these axes is the driving-shaft of the engine. These two axes are 
surrounded by fixed collars c and c', which fit closely to the cylin- 
drical sectors E and E'; these latter, which are rigidly connected with 
the axes 0, 0', are capable of moving in the incomplete cylinders 
A and A', and act as revolving pistons. In the position represented 
in the figure, the steam enters at B, and will escape at D ; it is acting 
only upon the sector E, and pushes it in the direction indicated by 
the arrow; the shaft C is thus turned, and causes the shaft 0' to turn 
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n the opposite direction, carrying with it E', to which it ia attached. 
Lfter half a revolution the sector E' ■will be in a position correspond- 
ing, left for right, to that which E now occupies; it will then be 




■urged by tlie steam, so as to continue the inotion in the same direc- 
iMon for another half-ro volution, when the two sectors will have 
esumed the position represented in the figure. 
6S3. BoileiB. — ^There are many forms of boiler in use. That which 
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ia reprtaented in Fig. 33.S is the favourite form in France, and is also 
extensively mwil in Uiia country, where it ia called the Frtnck bailor, 
or the cyliiidrical boiler trith h«d^n. 
The main boiler-ehell A is cylindri- 
cal with hemispherical €Dd& B B 
arc two cylindrical tut>es called 
li''ittn-«, of the same lenc^h as the 
main shell, and connected with it by 
M-rtic&l tubes d, d, of which there 
are usually three to each heater. A 
1 liorizoiital liriek partition, a little 
H , f N T-ir .1 111 Ijigher than the centres of the 

heaters, extends along their whole 
ienytli ; anil a ^'ertical partition runs along the top of each heater, 
excejit where interrupted by the vertical tubes. The flame from 
the furnace is thus compelleil to travel in the first instance back- 
wards, beneath the heaters; then forwards, through the intermediate 
Npaco bi-tween the heaters, the vi-rtical tuljes, and the main shell; and 
lantly, baekwaids, through the side passages C C, wliich lead to the 





chimney. By thus compelling the flame to travel for a long dis- 
tance in contact with the boilcT, the quantity of heat communicated 
to the water is increased. 

The level of the water is shown at A in the left-hand fig'ire. The 
relative spaces allotted to the steam and the water are not alwayis 
the same; but must always be so regulated that the steam shall 
an-ive in the cylinder as dri/ rs possible, that is to say, that it shall 
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t carry with it drops of water. Before being used, boileni should 

always be tested by subjecting tliem to much greater pressures than 

ihey will have to bear in actual usa Hydraulic pressure ia com- 

9 monly employed for this purpose, as it obviates the risk of explosion 

I in case of the boiler giving way unjer the test. 

634. Boilers with the Fire Inside. — When it is requiretl to lessen 
t the weight of ttie boiler, without much diminishing tht; 
exposed to heat, as in the case of marine engines, the method a 
is to place the furnace inside the boiler, so tliat it shall be completely 
surrounded with water except in front. The tiame passes from the 
furnace, which is in the front of the boiler, into one or two large tubes, 
leading to a cavity near the back, whence it returns through a 
number of smaller tubes traversing the boiler, and finally escapes oy 
the chimney. 

53B, BnTsting of Boilers: Safety-valveB. — NotwitLstanding the tests 
to which boilers are subjected before being used, it too often happens 
that, owing either to excessive pressure or to weakening of the boiler, 
k very disastrous explosions occur. 

Excess of pressure is guarded against by gauges, which show what 
Fthe pressure is at any moment, and by safety-valves, which 
IbJIow steam to escape whenever the pressure exceeds a certain 
limit. 

Various kinds of manometer or pressure-gauge have been described 
a Chap. six. That which is most commonly employed in connection 
rith steam-boilers is Bourdon's (§ 226). 
A thermometer, specially protected against the pressure and con- 
ict of the steam, is also sometimes employed, under the name of 
iermo-manometer, on the principle that the pressure of saturated 
liteani depends only on its temperature. 

sllfc^J/-^!l.(i^r. represented in th 3 upper part of Fig. 325, consists 
i a piece of metal, having the form either of a truncated cone or of 
k flat plate, fitting very truly into oi' over an opening in the boiler. 
[The valve is pressed down by a weighted lever; the weight and the 
length of the lever being calculated, so that the force with which the 
(valve is held down shall be exactly equal to the force with which the 
would tend to raise it when at the limiting pressure. In 
EDOvable engines, the weighted lever is replaced by a spring, the 
■tension of which can be regulated by means of a screw. 

Safety-valves afford ample protection agaiust the danger arising 
rom gradual increase of pressure; but they are liable to fail in cases 
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where there is a sudden generation of a large quantity of steam. This 
explosive generation of steam may occur from various causes. 

If, for instance, the water in the boiler is allowed to fall too low, 
the sides of the boiler may be heated to so high a temperature that, 
when fresh water is admitted, it will be immediately converted into 
steam on coming in contact with the metal. 

Hence it is of great importance to provide that the water in the 
boiler shall not fall below a certain level, depending on the shape of 
the boiler and furnace. 

The following are the means employed for securing this end:— 

1. Two cocks are placed, one a little below the level at which the 
water should stand, and the other a little above it; these are opened 
from time to time, when water should issue from the first, and steam 
from the second. 

2. The water-gauge is a strong vertical glass tube, having its ends 
fitted into two short tubes of metal, proceeding one from the steam- 
space and the other from the water-space. The level of the water is 
therefore the same in the gauge as in the boiler, and is constantly 
visible to the attendant. The metal tubes are furnished with cocks, 
which can be closed if the glass tube is accidentally broken. 

636. Causes of Explosion. — Another cause of the explosive genera- 
tion of steam is the incrustation of the boiler with a hard deposit, 
due to the impurities of the water employed. This crust is a bad 
conductor, and allows the portion of the boiler covered with it to 
become overheated; when, if water should find its way past the crust, 
and come in contact with the hot metal, there is great danger of 
explosion. 

The best preventive of incrustation is the employment of distilled 
water in connection with surface condensation (§ 629). In default 
of this, portions of the water in the boiler must be blown ofi* from 
time to time, so as to prevent it from becoming too highly concen- 
trated. This is especially necessary when the boiler is fed with salt 
water. 

Among the causes of the bursting of boilers, we may also notice 
undue smallness of the vertical tubes in boilers with heaters (§ 533). 
When this fault exists, the steam which is generated is not imme- 
diately replaced by water, and overheating is liable to occur. 

Another cause of explosions is probably to be found in a property 
of water which has only recently been recognized. It has been 
shown that, when water is deprived of air, it does not begin boiling 
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B^l it ha.9 acquired an abnormally high temperature, and then bursts 
■into ateara with explosive violence (§ 391, Donny'a experiment). 
E'iThis danger is to be apprehended Tvhen a boiler, which has been 
P^altowed to cool after being for some time in use, is again brought 
•■into action without the addition of a fresh supply of water. 

But it appears that the most frequent cause of boiler explosions is 
Ktihe gradual eating away of some portion of the boiler by rust, so as 

3 render it at la.st too weak to withstand the pressure of thu steam 
Jwithin it. The only general remedy for this danger is periodical and 

inforced ioHpection. 
B37. Feeding of the Boiler: Oiffard's Ii^ector. — The feetling of the 
Jl>oilt'r is usually etTected by uieans of a pump driven by the engine 
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itself. Of late years this plan has been largely superseded by 
Gitfard'a invention of an apparatus by means of which the boiler is 
supplied with water by the direct action of its own steam. 

This very curious apparatus contains a conical tube ( t (Fig. 326), 
which the steam issues when the injector is working; the steam 

■m the boiler comes through the tulie V V, and enters the tube (( 
through small holes in ite circumference. On issuing from the cone 
i t, the steam enters another cone cc. where it meets the water which 
is to feed the boiler, aud which comes through the tube E £. Th^ 
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contact of the water and the steam produces two results: (1) the steaip, 
which possesses a great velocity due to the pressure of the boiler, com- 
municates part of its velocity to the water; (2) at the same time the 
steam is condensed by the low temperature of the water, so that at 
the extremity of the cone as far as 6 6 the entire space is occupied 
by water only, with the exception of a few bubbles of steam which 
remain in the centre of the liquid vein. 

The liquid, on issuing from the cone c c, traverses an open space 
for a little distance before entering the divergent opposite cone d d, 
through which it is conducted to the boiler by the pipe M. The 
water will not enter the boiler unless it possess a suflSeient velocity 
to produce in the divergent cone a greater pressure than that which 
exists in the boiler; when this is the case, the excess of pressure opens 
a valve, and water enters the boiler from the injector. 

We may complete this brief description by pointing out one or 
two arrangements by which the action of the apparatus is regulated. 
It is useful to be able to vary the volume of steam issuing through 
the cone ^^, as required by the pressure in the boiler; this is easily 
effected by means of the pointed rod a a, which is called the needle, 
and is screwed forwards or backwards by turning a handle. It is 
also necessary to be able to regulate the volume of water which enters 
the cone c c from the supply-pipe E ; this is done by means of a lever, 
which is not shown in the figure, and which moves the tube and 
cone 1 1 forwards or backwards. 

The tube E dips into a bath containing the feed- water; and A T 
is the overflow pipe. 

It appears at first sight paradoxical that steam should be able, as 
in Giffard's injector, to overcome its own pressure, and force water 
into the boiler against itself; but it must be remembered that the 
water which is forced in is less bulky than the steam which issues, 
so that the exchange, though it produces an increase of mass in the 
contents of the boiler, involves a diminution of pressure, as well as 
a fall of temperature. 

638. Locomotive: History. — The following sketch of the history of 
the locomotive is given by Professor Rankine.^ " The application of 
the steam-engine to locomotion on land was, according to Watt, sug- 
gested by Robison in 1759. In 1784 Watt patented a locomotive- 
engine, which, however, he never executed. About the same time 
Murdoch, assistant to Watt, made a very eflScient working model of 

* Manual of the Steam-engine, pp. xxv-xxvii, edition 1866. 
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locomotive- engine. In 1802 Trevithick and Vivian patented a 
lomotive-engine, which was constructed and act to work in 1804 
1805. It travelled at about 5 miles an hour, with a net load of 
tons. The use of fixed steam-engines to drag trains on railways 
ropes, was introduced by Cook in 1808. 

After various inventoi's had long exerted their ingenuity in vaiii 
five the loeoniotive-engine a firm hold of the track hy means of 
kwork-rails and toothfd driving-wheels, legs and feet, and other 
mtrivancea, Blackett and Hedley, in 1813, made the impoilant dis- 
ivery that no such aids are required, the adhesion between smooth 
'heels and smooth rails being sufficient. To adapt the locomotive- 
line to the gi'eat and widely-varied speeds at which it now has to 
vel, and the varied loads which it now has to draw, two things 
essential — that the rate of combustion of the fuel, the original 
rce of the power of the engine, shall adjust itself to the work which 
engine has to perform, and shall, when required, be capable of 
increased to many times the rate at which fuel is burned in 
fornaeo of a stationary engine of the same size; and that the 
,rface through which heat is communicated from the burning fuel 
the water shall be very large compared with the bulk of the 
boiler. The fii^st of these objects is attained by the blast-pipe, in- 
vented and used by George Stephenson before 1825; the second by 
the tubular boiler, invented about 1829, simultaneously by Si^^iin 
in France and Booth in England, and by the latter suggested to 
Stephenson. On the Gth October, 1929, occuiTed that famous trial 
of locomotive-engines, when the prize oifered by the directors of the 
verpool and Manchester Railway was gained by Stephenson's 
;ine the ' Rocket,' the parent of the swift and powerful locomo- 
Wves of the present day. in which tlie blast-pipe and tubular boiler 
are combined. Since that time the locomotive-engine baa been varied 
and improved in various details, and by various engineers. Its weight 
now ranges from five toas to fifty tons; its load from fifty to five 
lundred tons; its speed from ten miles to sixty miles an hour." 

Description of a Locomotive. — A section of a locomotive is 

represented in Fig. 327. The boiler is cylindrical. Ite forward end 

abuts on a space beneath the chimney, called the svioke-hox. At its 

other end is a larger opening, surrounded above and on the two sides 

the boiler, and called the fire-box. The fuel ia heaped up on the 

,rs which fonn the bottom of the fire-box, and the cinders fall on 

line. The fire-box and smoke-box are connected by brass tubes, 
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Amly liTetted to the tautt of the boiler: and the prodacts of e 
tioa tatmpe by trsTening tbe«e tnm end to end. The tabes a 

I, nmudly frooi 1 50 to ISO, thus aSar^itg a «-«Ty li 
ing matMtie. The water in tbc Iwibn' stands high enough to o 




the tubes, as well as the top of the fire-box. Its level is indicated in 
the same way an in Btationary engines; and water ia pumped in from 
the tonder as reijuired; ite amount being regulated bj means of a 
stop -cock in the pipe e'. 

The steam esfapes from the boiler by ascending into a dome, which 
forma ita highest part, and thence descending the tube p, this ar- 
rangement being adopted in order to free the steam from drops of 
water. It then passes through a regulator q, which can he opened 
to a greater or less extent, into the pipe s, whicli leads to the valve- 
chest? and traverses the whole length of the boiler. There are two 
cylinders, one on each side of the engine, each having a valve-chest 
and slide-valve, by means of which steam is admitted alternately 
liefore and behind the pistons, The steam escapes from the cylinder^ 
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through the blast-pipe v, up the chimney, and thus increases the 
draught of the fire, a ia one of the pistons, b the piston-rod, cc the 
connecting-rod, which is jointed to the crank d on the axle of the 
driving-wheel m. The cranks of the two driving-wheels, one on each 
side of the engine, are set at right angles to each other, so that, when 
one is at a dead point, the other is in the most advantageous position, 
w is a spring safety-valve, and J the steam whistle. 

640. Apparatus for ReverBing: Link-motion, — The method UBiially 
employed for reversing ou^^es is known as Stephenson's link- 
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motion, having been first employed in locomotives constructed by 
Robert Stephenson, son of the maker of the " Rocket." The merit 
of the invention belongs to one or both of two workmen in liis 
employ — Williams, a draughtsman, who first designed it, and Howp, 

pattern-maker, who, being employed by Williams to construct a 
model of his invention, introduced some important improvements. 

The link-motion, which is represented in Fig. 328, serves two pur- 
first, to make the engine travel forwards or backwards at 
>]|ileasure; and, secondly, to regulate the amount of expaasion whicli 
shall take place in the cylinder. Two oppositely placed eccentrics, 
A and A', have their connecting- rof Is jointed to the two e.'ttreiidties 
of the link B B', whicli id a curved bar, having a slit, of uniform 
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width, extending along nearly its whole length. In this slit travels 
a stud or button C, forming part of a lever, which turns about a fixed 
point E. The end D of the lever D E is jointed to the connecting- 
rod D N, which moves the rod P of the slide-valve. The link itself 
is connected with an arrangement of rods L I K H/ which enables the 
engine-driver to raise or lower it at pleasure by means of the handle 
G H F. When the link is lowered to the fullest extent, the end B 
of the connecting-rod, driven by the eccentric A, is very near the 
runner C which governs the movement of the slide-valve; this valve, 
accordingly, which can only move in a straight line, obeys the eccen- 
tric A almost exclusively. When the link is raised as much as pos- 
sible, tlie slide-valve obeys the other eccentric A', and this change 
reverses the engine. When the link is exactly midway between the 
two extreme positions, the slide-valve is influenced by both eccen- 
trics equally, and consequently remains nearly stationary in its 
middle position, so that no steam is admitted to the cylinder, and 
the engine stops. By keeping the link near the middle position, 
steam is admitted during only a small part of the stroke, and con- 
sequently undergoes large expansion. By moving it nearer to one 
of its extreme positions, the travel of the slide-valve is increased, the 
ports are opened wider and kept open longer, and the engine will 
accordingly be driven faster, but with less expansion of the steam. 
As a means of regulating expansion, the link-motion is far from per- 
fect, but its general advantages are such that it has come into very 
extensive use, not only for locomotives but for all engines which 
need reversal. 

641. Gas-engines. — This name includes engines in which work is 
obtained by the expansion of a mixture of coal-gas and air, on igni- 
tion or explosion. 

In the engine of Otto and Langen (Fig. 329), a true explosive 
mixture is introduced beneath the piston, and is exploded by meajis 
of a lighted jet, which is brought into contact with the mixture by 
means of a hole in a movable plate of metal, driven by an eccentric. 
The upward movement of the piston thus produced is too violent to 
admit of being directly communicated to machinery. The piston-rod 
is a rack, working with a pinion, which is so mounted that it can 
slip round on the shaft when the piston ascends, but carries the shaft 

^ I is a fixed centre of motion, and the rods K I, M L are rigidly connected at right 
angles to each other. M is a heavy piece, serving to counterpoise the link and eccentric 
rods. 
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with it when it turns in the opposite direction during the descent of 
the piston, this descent being produced by the preasui-e of the atmo- 
sphere, as the steaui resulting from the explosion condenses, and the 
unexploded gasea cool. The ve.^el shown on the right contains cold 
water, which is employed to cool the cylinder by circulating round 
tlie lower part of it. 

This engine, which works with much jarring and noise, has been 
almost completely siipensefled by the "Otto Silent Gas Engine," 
which run.s as smoothly as a steam-engine. 

642. Otto's Silent Oas-engine. — A dilute mixture of gas and air 
(about one part in twelve being gaa) is admitted into the cylinder, 
and, after being compressed to about three atmospheres, is ignited 




by instantaneous communication with a small jet of gas kept con- 
stantly burning. The effect is something intermediate between 
ignition and explosion ; tlie maximum pressure in the early part of the 
stroke being 10 or 12 atmospheres, and the mean pressure in the 
whole stroke 4 or 5. In the return stroke, the products of combus- 
tion escape at atmospheric pressure, this return stroke being effected 
by the momentum of the fly-wheel, which also carries the piston 
through another forward stroke during which the charge of gas and 
air is admitted, and through another backward stroke in which it is 
compressed previous to ignition as above described. 

This is the ordinary cycle of operations when the engine is working 
up to the full power for which it is intended; hut a centrifugal 



GAS-ENGINE. 617 

governor is provided which prevents the gas from being admitted 
oftener than is necessary for keeping up the standard number of 
revolutions per minute; so that in working far below its full power 
the gas is only admitted at every third, fourth, or fifth stroke, the 
intervening strokes being maintained by the fly-wheel. The governor 
can be regulated to give any speed required, the most usual being 
170 revolutions per minute; and the difference of speed between full 
work and running idle is only one or two revolutions. 

The general appearance of the engine is shown in Fig. 330. A is 
the cylinder, with a jacket round it through which a convective 
circulation of water is maintained by means of two pipes, not shown 
in the figure, connecting it with a tank at a higher level. This is 
necessary to prevent overheating. C is the centrifugal governor. 
B, D are two vessels containing oil with automatic lubricators, 
B lubricates the piston, and D the slide which controls the ignition 
of the charge. E is a chimney, in the lower part of which the gas 
jet is kept burning. F is a spring fastening, which keeps the slide 
strongly pressed home so as to prevent leakage. The connecting-rod, 
crank, and heavy fly-wheel speak for themselves. 

Gas-engines have a great advantage in being constantly ready for 
use without the tedious process of getting up steam. They are 
started by lighting the gas jet and giving one turn to the fly-wheel 
by hand; and are stopped by turning out the jet. The usual sizes 
are from J to 20 horse-power. They are easily kept in order, the 
principal trouble consisting in the removal of a hard deposit of carbon 
which forms in certain places. 
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543. Temperature of the Air. — By the temperature of a place 
meteorologists commonly understand the temperature of the air at 
a moderate distance (5 or 10 feet) from the ground. This element is 
easily determined when there is much wind; but in calm weather, 
and especially when the sun is shining powerfully, it is often diffi- 
cult to avoid the disturbing effect of radiation. Thermometers for 
observing the temperature of the air must be sheltered from rain 
and sunshine, but exposed to a free circulation of air. 

644. Mean Temperature of a Place. — The mean- temperature of a 
day is obtained by making numerous observations at equal intervals 
of time throughout the day (24 hours), and dividing the sum of the 
observed temperatures by their number. The accuracy of the deter- 
mination is increased by increavsing the number of observations; as 
the mean temperature, properly speaking, is the mean of an infinite 
number of temperatures observed at infinitely short intervals. 

If the curve of temperature for the day is given, temperature being 
represented by height of the curve above a horizontal datum line, 
the mean temperature is the height of a horizontal line which gives 
and takes equal areas; or is the height of the middle point of any 
straight line (terminated by the extreme ordinates of the curve) 
which gives and takes equal areas. 

Attempts have been made to lay down rules for computing the 
mean temperature of a day from two, three, or four observations at 
stated hours; but such rules are of very limited application, owing to 
the different character of the diurnal variation at different places; 
and at best they cannot pretend to give the temperature of an 
individual day, but merely results which are correct in the long run. 
Observations at 9 a.m. and 9 p,m. are very usual in this country; and 
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c half-sum of the temperatures at these hours is in genei-al a good 
■ipproximatioii to the mean temperature of the day. The half-sum 
I the highest and the lowest temperature in the day, as in'Jicated 
C maximum and mininiiim thermometers, is often adopted as the 
puean temperature. The result thus obtained is usually rather 
almve the true mean temperature, owing to the circumsttace that 
the extreme heat of the day is a more tran'iient phenomenon than 
the extreme cold of the night. The employment of self-regiaterinj;; 
thermometers haa, however, the great advantage of avoiding tTrors 
arising from want of punctuality in tlie observer. The correction 
_ which ia to he. added or subtracted in order to obtain the true mean 
a the mean of two observations is called a convctiiyn for diurnal 
nnge. Its amount differs for different places, being usually greatest 
^here the diurnal range itself {§ 214) ia greate.st. 

The mean temjjerature of a cale'iida^ mmdit ia commuted by adding 
^e mean tempemturea of the days which compose it, and dividing 
f their number. 

The memi temperature of a yair Ls usually computed by adding 
She mean temperatures of the calendar months, and dhiding by 12; 
put this process is not quite accurate, inasmuch as the calendar months 
e of unequal length. A more accurate result is obtained by adding 
3 mean temperatures of all the days in the year, and dividing by 
5 (or in leap-year by 36G). 
543. laothermals. — The distribution of temperature over a large 
region is very clearly represented by drawing upon the map of this 
B, series of isothermal lines; that is, lines characterized by the 
property that all places on the same lio-e Imve the same temperature. 
These lines are always understood to refer to mean annual teraper- 
ture unless the contrary is stated; but isothei'iuals for particular 
months, especially January and July, are frequently traced, one 
surving to show the distribution of temperature in winter, and the 
other in summer. The first extensive series of isothermals was drawn 
by Humboldt in 1817, on the basis of a large nuiaber of observations 
collected froiri all parts of the world; and the additional informa- 
whicb has since been collected has not materially altered the 
8 of the lines traced by him upon the terrestrial globe. They 
n many places inclined at a very considerable angle to the 
parallels of latitude; and nowhere ia this deviation from parallelism 
more observable than in the neighbmirhood of Great Britain, Nor- 
way, and Iceland — places in this region having the same mean 
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AUWiftl if^njpffttiinrf', a^ places in Aida or Anieriea lying from KX* to 
2^/' ffjrth/rr fifmth. 

546. Ins filar and Continental Climates. — We have seen that the 
^ft'j'Mu: hf'^i fA WAtffT, the latent heat of liquid water, and the latent 
h^'^t of a/|ije^/iw vajxjtir are all very large. The presence of water 
HA'AU}Tt\my^\y ex^rrtw a powerful efff-ct in moderating the extaiemes 
)hA\i of h^-at and cr^ld, and a moii^t climate will in general have a 
HTiialler range c/f ternjx;rature than a dry climate. Moreover, since 
♦?art/h and nx;k are opa/|ue to radiant heat, while water is to a coii- 
Hu\i'.vfih\ii ext^^nt diatherrnanous, the surface of the ground is much 
inr;ro quickly heatf.*d and cooled by radiation than the surface of 
wat^jr. Tlii« difference is increased by the continual agitation of 
the Hurfac^? of the ocean. Large bodies of water thus act as equal- 
i/efM of t<;in[xjrature, and the most equable climates are found on 
oeeanic jnlands or on the ocean itself; while the greatest difference 
between summer and winter is found in the interior of large con- 
tin(?nt». It is coTnrnon to distinguish in this sense between conti- 
nm/al climates on the one hand, and insular or marine climates on 
ih(5 other. 

Some examples of both kinds are given in the following table. 
The temperatures are Centigrade: — 
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Winter. 


Summer. 


Difference 


Kttroo TulandK, . 


• • • • lai... 


S^-QO 


. ii^-eo .. 


.... 7''-70 


ImIo of Utmt (Sli( 


jtlaiul), 


4 -05 


. 11 -92 .. 


.... 7 -87 


Iulo (»f Man, 


. • ■ • •••••• 


6-59 


. 15 -08 .. 


.... 9 -49 


Ptnizanco, . . 


• ■ ■ • ••lait 


7-04 


. 15 -83 .. 


.... 8-79 


i^lulHtuti, . . . 


• • • • • 


6-19 


. 16 -00 .. 


.... 9 -81 




CONTINKNTAL ClTMATES. 






Ht. roturnburj?, 




- 8''70 


. 15''-96 .. 


.... 24*'-66 


M(M0OW| . . . 




-10-22 


. 17 -65 .. 


.... 27-77 


KaMAni . . . 




-13*66 


. 17 -36 .. 


.... 31 -01 


HlfttmiBt, . . . 




-16-49 


. 16 -08 .. 


.... 32-57 


TrkuUk, . . . 




-17-88 


. 16 -00 .. 


.... 33-88 


Jnkoutsk, . . 




-88-90 


. 17 -20 .. 


.... 66 -10 



547. Temperature of the Soil at Different Depths. — By employing 
thonuonu^toi^s with their bulbs buried in the earth, and their stems 
|UH>joetin«: above, numerous observations have been made of the tem- 
pemtutv fnnu day to day at different depths from 1 inch to 2 or 3 feet; 
and nt a few places observations of the same kind have been made 
by nuHUivS of gigantic vspirit-thormometei's with exceedingly strong 
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Willis, at depths extending to about 25 feet. It in found that varia- 
ilioa'? depending on the hour of the day are scarcely sensible at the 
depth of 2 or 3 feet, and that those which depend on the time of 
year decrease gradually aa the depth increases, but stiil I'emain sen- 
sible at the depth of 2o feet, the range of temperature during a year 
|.st this depth being usually about 2° or 3° Fahrenlieit. 

It is also found that, aa we descend from the surface, the seasons 

■ more and more behind those at the surface, the retardation 

amounting usually to something less than a week for each foot 

of descent; so that, at the depth of 2.5 feet in these latitudes, the 

lowest temperature occurs about June, and the highest about 

^December. 

Theory indicates that 1 foot of descent should have about the same 
fiect on diurnal variations as ^365 that is 19 feet un annual varia- 
Ilionsi tmderstanding by aaineness of effect equal ahsuluie a/mounts of 
igging and equal ratios of diminution. 

As the annual range at the surface in Great Britain is usually about 
( times greater than the diurnal range, it follows that the diurnal 
Jige at the depth of a foot should be about one-third of the annual 
fcnge at the depth of 19 feet. 

The variations of temperature at the surface are, as every one 
aiows, of a veiy irregular kind; so that the curve of surface tem- 
perature for any particular year Ls full of sinuosities depending on 
ne accidents of that yttar. The deeper we go, the more regular does 
s become, and tlie more nearly does it approach to the ehar- 
icter of a simple curve of sines, whose equation can be written 



I 1'*'" 



Neglecting the departures of the eiirve from this simple character, 

leory indicates that, if the soil be uniform, and the surface plane, 

She annual range (which is equal to 2 a) goes on diminishing in geo- 

letrical progression as the depth increases in arithmetical; and 

ibservation shows that, if 10 feet be the common difference of depth, 

[the ratio of decrease for range is usually al>out J or J. 

To find a range of a tenth of a degree Fahrenheit, we must go to 

depth of from 50 to 80 feet in this climate. At a station where 

surface range is double what it is in Great Britain, we should 

id a range of about two-tenths of a degree at a. depth and in a soil 

which would here give one-tenth. 

These remarks show that the phrase " stratum o£ invariable tem- 
jierature," which is frequently employed to denote the supposed 
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lower boundary of the region in which annual range is sensible, has 
no precise significance, inasmuch as the boundary in question will 
vary its depth according to the sensitiveness of the thermometer 
employed. 

648. Increase of Temperature Downwards. — Observations in all 
parts of the world show that the temperature at considerable depths, 
such as are attained in mining and boring, is much above the surface 
temperature. In sinking a shaft at Rose Bridge Colliery, near Wigan, 
which is the deepest mine in Great Britain, the temperature of the 
rock was found to be 94° F. at the depth of 2440 feet. In cutting 
the Mont C^nis tunnel, the temperature of the deepest part, with 
5280 feet of rock overhead, was found to be about 85° F. 

The rate of increase downwards is by no means the same every- 
where; but it is seldom so rapid as 1° F. in 40 feet, or so slow m V F. 
in 100 feet. The observations at Rose Bridge show a mean rate of 
increase of about 1° in 55 feet; and this is about the average of the 
results obtained at other places. 

This state of things implies a continual escape of heat from the 
interior of the earth by conduction, and the amount of this loss per 
annum can be approximately calculated from the absolute values of 
conductivity of rock which we have given in Chap. xxxv. 

There can be no reasonable doubt that the decrease of temperature 
upwards extends to the very surface, when we confine our attention 
to mean annual temperatures, for all the heat that is conducted up 
through a stratum at any given depth must also traverse all the 
strata above it, and heat can only be conducted from a warmer to a 
colder stratum. Professor Forbes found, at his three stations near 
Edinburgh, increases of 1°'38, 0°'96, and 0°'19 F. in mean temperature, 
in descending through about 22 feet, that is, from the depth of 3 to 
the depth of 24 French feet. The mean annual temperature of the 
surface of the ground is in Great Britain a little superior to that of 
the air above it, so far as present observations show. The excess 
appears to average about 1° F. 

540. Decrease of Temperature Upwards in the Air. — In comparing 
the mean temperatures of places in the same neighbourhood at dif- 
ferent altitudes, it is found that temperature diminishes as height 
increases, the rate of decrease for Great Britain, as regards mean 
annual temperature, being about 1° F. for every 300 feet. A decrease 
of temperature upwards is also usually experienced in balloon ascents, 
and numerous observations have been taken for the purpose of deter- 
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mining its rate. Mr. Olaiaher's observations, which are the most 
numerous as well as the most recent, show that, upon the whole, the 
decrease becomes leas rapid as we ascend higher; also, tliat it ia less 
rapid with a cloudy than with a clear sky. The following table 
exhibits a few of Mr. Glai-iher's averages :^ — 

Decronne of TemoeroturB riJUMila. 

feet, . . . r y. in 139 feet. 1° F. in 2^2 fttt 

■U ft. ... 1° f. in 388 fett. ' I' F. in 331 feet 



I" These rates may be taken as representing the general law of decrease 
1 which prevail? in the air over Great Britain in the daytime during 
f tlie summer half of the year; but the re.sults obtained on different 
fdays differ widely, and alternations of iuci-ease and tlecrease are by 

■ no means uncommon in passing upwards through successive strata 
I of air. Still more recent observations by Mr. Glaisher, relating 

■ chiefly to the first 1000 feet of air, sliow that the law varies with the 
■"hour of the day. The decrease upwards is most rapid soon after 
l.midday, and ia at this time, and during daytime generally, more 

■ rapid as the height is less. About sunset there is a uniform decreuse 
I'&t all heights if the aky is clouded, and a uniform temperaiu.re if the 
■fiky is clear. From a few observations which have been taken after 
lisunset, it appears that, with a clear sky, there is an increase upwards 
I at night. 

That an extremely low temperature exists in the interplanetary 
I Bpaees, may be inferred from the experimental fact recorded by Sir 
I John HerscLel, that a thermometer with its bulb in the focus of a 

■ reflector of sufficient size and curvature to screen it from lateral 
I radiation, falls lower when the axis of the reflector is directed upwards 
I to a clear sky than when it is directed either to a cloud or to the snow- 
I clad summitsof the Alps. The atmosphere serves as a protection against 
I radiation to these cold spaces, and it is not surprising that, as we in- 
I crease our elevation, and thus dimimah the thickness of the coating 

■ of air above us, the protection should be found less complete. Butpro- 
I bably the principal cause of the diminution of temperature upwards 

B the cooling of air by expansion, which we have discussed in § 502. 

550. Canses of Winds. — The influences which modify the direction 

I and intensity of winds are so various and complicated that anything 

■like a complete account of them can only find a place in treatises 

l;BpeGially devoted to that subject. There is, however, one fundamental 
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principle which suflSces to explain the origin of many well-known 
winds. This principle is plainly illustrated by the following experi- 
ment, due to Franklin. A door between two rooms, one heated, and 
the other cold (in winter), is opened, and two candles are placed, one 
at the top, and the other at the bottom of the doorway. It is found 
that the flame of the lower candle is blown towards the heated room, 
and that of the upper candle away from it. 

The principle which this experiment illustrates may be stated as 
follows: — When two neighbouring regioTia are at different tempera- 
tureSy a current of air flows from the warmer to the colder in the 
upper strata of the atmosphere; and in the lower strata a cur^^ent 
flows from tht colder to the ivarmer. The reason is that variation 
of pressure with height is greater in the cold than in the hot region; 
so that if there be one level at which the pressure is the same in 
both, the pressure in the cold region will preponderate at lower and 
that in the hot region at higher levels. We proceed to apply this prin- 
ciple to the land and sea breezes, the monsoons, and the trade-winds. 

551. Land and Sea Breezes. — At the sea-side during calm weather 
a wind is generally observed to spring up at about eight or nine in 
the morning, blowing from the sea, and increasing in force until about 
two or three in the afternoon. It then begins gradually to die away, 
and shortly before sunset disappears altogether. A few hours after- 
wards, a wind springs up in the opposite direction, and lasts till 
nearly sunrise. These winds, which are called the sea-breeze and 
land-breeze, are exceedingly regular in their occurrence, though they 
may sometimes be masked by other winds blowing at the same time. 
Their origin is very easily explained. During the day the land grows 
warmer than the water; hence there results a wind blowing towards 
the warmer region, that is, towards the land. During the night the 
land and sea both grow colder, but the former more rapidly than the 
latter ; and, accordingly, the relative temperatures of the two elements 
being now reversed, a breeze blowing from the land towards the sea 
is the consequence. 

Monsoons. — The same cause which, on a small scale, produces the 
diurnal alternation of land and sea breezes, produces, on a larger scale, 
the annual alternation of monsoons in the Indian Ocean, and the 
seasonal winds which prevail in some other parts of the world. The 
general direction of these winds is towards continents in summer, 
and away from them in winter. 

562. Trade-winds; General Atmospheric Circulation, — The trade- 
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winJK are winds which blow constantly from a north-easterly quarter 
over a zone of the noi-thern hemisphere extending from a UldIc north 
of the tropic of Cancer to within 9 or 10 degrees of the equator; and 
from a south -eastprly quarter over a zone of the southern hemisphere 
extending from about the tropic of Capricorn to the equator. Their 
limits vary slightly according to the time of year, changing in the 
same direction as the sun's declination. Between them is a zone 
some 5° or 6" wide, over which calms and variable wimls prevail. 

The cause of the trade-winds waa first correctly indicated by 
Hadley. The greater power of the sun over the equatorial regions 
causes a continual ascent of heated air from them. This flows over 
to both side^ in the upper regions o£ the atmosphere, and its place is 
supplied by colder air flowing in from both aides below. K the 
earth were at rest, we should thu-i ha\-e a north wind sweeping over 
the earth's surface on the northern side of the equatorial regions, and 
A south wind on the southern side. But, m virtue of the earth's 
rotation, all points on the earth's surface are moving from west to 
esMt, with velocities proportional to their distances from the earth's 
axis. This velocity is nothing at the poles, and increases in approach- 
ing the equator. Hence, if a body on the earth's surface, and origi- 
nally at rest relatively to the earth, be urged by a force acting along 
a meridian, it will not move along a meridian, but will outrun the 
earth, or fall behind it, according as its original rotational velocity 
was greater or le.ss than those of the places to which it comes, That 
is to say, it will liave a relative motion from the west if it be approach- 
ing the pole, and from the east if it be approaching the equator. 

This would be true, even if the body merely tended to keep its 
original rotational velocity unchanged, and the reasoning becomes 
still more forcible when we apply the priiiciple of conservation o£ 

■gular momentum, in virtue of whicli the body tends to increase' 
its absolute rotational velocity in approaching the pole, and to dim- 
inish it in approaching the equator. 

Thus the currents of air which flow in from both aides to the 
equatorial regions, do not blow from due north and due south, but 
from north-east and south-east. There can be little doubt that, not- 
withstanding the variable character of the winds in the temperate and 
frigid zones, there is, upon the whole, a continual interchange of air 
between them and the intertropicaJ regions, brought about by the 
peniianent excess of tei ripe rat ui-e of the latter. Such an interchange, 

' The tendency ii Cor velocity tu vitry inveraelji an diaUDce fniiu lim niiii uf rut«,Uini. 
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when considered in conjunction with the difference in the rotational 
velocities of these regions, implies that the mass of air over an 
equatorial zone some 50° or 60° wide, must, upon the whole, have a 
motion from the east as compared with the earth beneath it; and 
that the mass of air over all the rest of the earth must, upon the whole, 
have a relative motion from the west. This theoretical conclusion is 
corroborated by the distribution of barometric pressure. The barom- 
eter stands highest at the two parallels which, according to this 
theory, form the boundaries between easterly and westerly winds, 
while at the equator and poles it stands low. This difference may 
be accounted for by the excess of centrifugal force possessed by west 
winds, and the defect of centrifugal force in east winds. If the air 
simply turned with the earth, centrifugal force combined with 
gravity would not tend to produce accumulation of air over any 
particular zone, the ellipticity of the earth being precisely adapted 
to an equable distribution. But if a body of air or other fluid is 
moving with sensibly different rotational velocity from the earth, 
the difference in centrifugal force will give a tendency to move 
towards the equator, or from it, according as the differential motion 
is from the west or from the east. The easterly winds over the 
equatorial zone should therefore tend to remove air from the equator 
and heap it up at the limiting parallels; and the westerly winds 
over the remainder of the earth should tend to draw air away from 
the poles and heap it up at the same limiting parallels. This theore- 
tical consequence exactly agrees with the following table of mean 
barometric heights in different zones given by Maury :^ — 



North Latitude. Barometer. 

0' to 5° 29-915 



South Latitude. Baromett r. 

0° to 6° 29-940 

5" to 10"* 29-981 

10** to 15" 30-028 

16" to 20" 30-060 

20" to 25" 30-102 

25" to 30" 30-095 

30° to 36" 30-052 

42" 63' 29-90 

45" 0' 29-66 

49" 8' 29-47 

51" 33' 29-60 

64° 26' 29-35 

65° 62' 29-36 

60° 0' 29-11 

66" 0' 29-08 

74" 0' 28-93 

* Physical Geography and Meteorology of the Sea, p. 180, art. 362, edition 1860. 



6" to 10" . . 


. . . 29-922 


10" to 15" . . 


. . . 29-964 


16° to 20" . . 


. . . 30-018 


20" to 26" . . 


. . . 30-081 


26" to 30" . . 


. . . 30149 


30" to 36" . . 


. . . 30-210 


36" to 40° . . 


. . . 30-124 


40" to 45" . . 


. . . 30-077 


46° to 50" . . 


. . . 30-060 


51" 29' . . . 


. . . 29-99 


69" 51' . . . 


. . . 29-88 


78° 37' . . . 


. . . 29-769 
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TLis table shows that the ijarometric height falls off regularly on 
Bl)otJi sides from the two limiting zones 30° to 35° N. and 20° to 25° S., 
■the fall continuing towards both poles as far as the observations 
^extend, and continuing inwards to a central minimum between 
f and 5° N.' 
If the bottom of a cylindrical vessel of water be covered with saw- 
dust, and the water made to rotate by stirring, the saw-dust will be 
irawn away from the edges, and heaped <ip in the middle, thus 
Biihdwing an indi-aught of water along the bottom towards the region 
¥of low barometer in the centi-u. It is probable that, from a similar 
rcause (a central depression due to centrifugal force), tliere is an 
indraught of air along the eaith's surface towards the poles, under- 
neath the primaiy circulation which our theory supposes; the diminu- 
tion of \-elocity by friction against the earth, rendering the lowest 
I portion of the air obedient to this iiKh'auglit, which the upper strata 
[ are enabled to resist by the centrifugal force of their more rapid 
motion. This, according to Professor James Thomson,' is the ex- 
planation of the prevalence of south-west winds in the north tem- 
perate zone; their southerly component being due to the barometric 
indraught and their westerly component to difierential velocity of 
^rotation. The indraught which also exists from the limiting parallels 
I the region of low barometer at the equator, coincides with the 
sun-ent due to difference of temperature; and this coincidence may 
■ be a main I'eason of the constancy of the trade-winds. 

653. Origin of Cyolonea. — In the northei-n hemisphere a wind 
I which would blow towards the north if the earth were at rest, does 
Pactually blow towards the north-ea.st; and a wind which would blow 
["towards the south l.>lows towards the south-west. In both cases, the 
I earth's rotation introduces a component towards the right with 
n-ference to a person travelling with the wind. In the soutliem 
■bemisphere it inti-oduces a component towards the left. 

Again, a west wind has an excess of centrifugal foree which tends 
I to carry it towards the equator, and an east wind has a tendency to 
f move towards the pole; so that here again, in the northern hemi- 



' The exi'lnnBtii'ii hire jjiien n( tlie noonnmlation of nir towardi the Kmithip parallels, 
w due t« eicess uii) defeat of centrifugal force, appean to buve been first pnliliaheil by 
Mr. W. Ferrel, a gentleiiuui connetted with tbe Americiui NaUtioaJ Almannck. Hia Ut<:r 
tnntjte (ISflO), reprinteil from vnU. i, ii, of the Mnlieoititieal Man'Mg, it the moM ootti- 
plct« elpoeition we hftve Been of the theory of general utmoepheric circalntirin. 

' Sril. AMoe. Stfort, 18S7. 
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spheie the deviation is in both cases to the right, and in the southern 
hemisphere to the left. 

We have thus an explanation of cyclonic movements. In the 
northern hemisphere, if a sudden diminution of pressure occurs over 
any large area, the air all around for a considerable distance receives 
an impetus directed towards this area. But, before the converging 
streams can meet, they undergo deviation, each to it« own right, so 
that, instead of arriving at their common centre, they blow tangen- 
tially to a cloH(jd curve surrounding it, and thus produce an eddy 
from right to left with respect to a person standing in the centre. 
This is the universal direction of cyclonic rotation in the northern 
hemisphere; and the opposite rule holds for the southern hemisphere. 
The former is opposite to, the latter the same as the direction of 
motion of the hands of a watch lying with its face up. In each case 
the motion is opposite to the apparent diurnal motion of the sun for 
the hemisphere in which it occurs. 

554. Anemometers. — Instruments for measuring either the force 
or the velocity of the wind are called anemometers. Its force is 
usually measured by Osier's anemometer, in which the pressure of 
the wind is received upon a square plate attached to one end of a 
spiral spring (with its axis horizontal), which yields more or less 
according to the force of the wind, anl transmits its motion to a 
pencil which leaves a trace upon paper moved by clock-work. It 
seems that the force received by the plate is not rigorously propor- 
tional to its size, and that a plate a yard square receives rather 
more than times the pressure of a plate a foot square. The 
anemometer which has yielded the most satisfactory results is that 
invented by the Rev. Dr. Robinson of Armagh, which is represented 
in Fig. 331, and which indicates the velocity of the wind. It con- 
sists of four hemispherical cups attached to the ends of equal hori- 
zontal arms, forming a horizontal cross, which turns freely about a 
vertical axis. By means of an endless screw carried by the axis, 
a train of wheel- work is set in motion; and the indication is given 
by a hand w^hich moves round a dial; or, in some instruments, by 
several hands moving round different dials like those of a gas-meter. 
The anemometer can also be made to leave a continuous record on 
paper, for which purpose various contrivances have been successfully 
employed. It was calculated by the inventor, and confirmed by his 
own experiments both in air and water, as well as by experi- 
ments conducted by Prof. C. Piazzi Smyth at Edinburgh, and more 
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Mntly by the astronomei-royal at Greenwich, that the centre of 
1 cup moves with a velocity which ia almost exactly one-third of 
t of the wmd. This is the 
inly velocity - anemometer 
! indications are exactly 
roportiunal to tlie velocity 
Dr. Whew ell's anemo- 
leter, which resembles a small 
windmill, ia very far from ful- 
filling this condition, its varia- 
tions of velocity being much 
less than those of the wind. 

The direction of the wind, as 

indicated by a vane, can also be 

.made to leave a continuoua 

■eeord by various contrivances; 

one of the most com.mon beiny 

a pinion carried by the shaft 

of the vane, and driving a 

rack wliich carries a pencil 

lut perhaps the neatest ar- 

,ngement for this purpose is a Fig. 331. - nubiusoa'a AnemomotiT. 

■ge screw with only one thread 

mposed of a metal which will write on paper. A sheet of paper is 

lOved by clock-work in a direction perpendicular to the axis of the 

irew, and is pressed against the thread, touching it of course only 

point, which travels parallel to the axis as the screw turns, 

id comes back to its original place after one revolution. When 

le end of the thread leaves the paper, the other end at the same 

istant comes on. The screw turns with the vane, so that a com- 

[plete revolution of the screw concsponda to a complete revolution 

'of the wind. This is one of the many ingenious contrivances 

''devised and executed by Mr. Beckley, mechanical aasistant in Kew 

Observatory. 

S66. Oceasic Currents. — The general principle of § 550 applies 
to liquids as well as to gases; though the effects are usually smaller, 
owing to their smaller expansibility. 

The warm water in the equatorial regions ovei-flows towards the 
lea, and an under-current of cold water which has deaceuded in 
le polar regiojis tlows towards the equator. Recent observations 
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have shown that a temperature not much above 0° C. prevails at 
the bottom of the ocean even between the tropics. A very gradual 
circulation is thus produced on a very large scale. 

The rapid currents which are observed on some parts of the sur- 
face of the ocean are probably due to wind. Among these may be 
mentioned the Gulf Stream. This current of warm water forms a 
kind of immense river in the midst of the sea, differing in the tem- 
perature, saltness, and colour of its waters from the medium in which 
it flows. Its origin is in the Gulf of Mexico, whence it issues through 
the straits between the Bahamas and Florida, turns to the north- 
west, and splits into two branches, one of which goes to warm the 
coasts of Ireland and Norway, the other gradually turns southwards, 
traverses the Atlantic from north to south, and finally loses itself in 
the regions of the equator. 

" The Gulf Stream is a river in the ocean; in the severest droughts 
it never fails, and in the mightiest floods it never overflows; its 
banks and its bottom are of cold water, while its current is of warm ; 
it takes its rise in the Gulf of Mexico, and empties into Arctic seas. 
There is on earth no other such majestic flow of waters. Its current 
is more rapid than the Mississippi or the Amazon, and its volume 
more than a thousand times greater. Its waters, as far out from the 
Gulf as the Carolina coasts, are of indigo blue. They are so distinctly 
marked that their line of junction with the common sea-water may 
be traced by the eye. Often one-half of the vessel may be perceived 
floating in Gulf Stream water, while the other half is in common 
water of the sea, so sharp is the line." — (Maury, Physical Geography 
of the Sea,) 

It would appear that an accumulation of water is produced in the 
Gulf of Mexico by the trade-wind which blows steadily towards it 
over the South Atlantic, and that the elevation of level thus occa- 
sioned is the principal cause of the Gulf Stream. 



EXAMPLES. 



[The Centigrade Scale is employed, except where otherwite staJted.'] 



Scales of Temperatuiie. 

1. The difference between the temperatures of two bodies is 30° F. Express 
this difference in degrees Cent, and in degrees E6au. 

2. The difference between the temperatures of two bodies is 12" C. Express 
this difference in degrees E6au. and in degrees Fahr. 

3. The difference between the temperatures of two bodies is 25* R. Express 
this difference in the Cent, and Fahr. scales. 

4. Express the temperature 70** F. in the Cent, and B4au. scales. 

5. Express the temperature 60" C. in the K^au. and Fahr. scales. 

6. Express the temperature 30" H. in the Cent, and Fahr. scales. 

7. Air expands by '00366 of its volume at the freezing-point of water for each 
degree Cent. By how much does it expand for each degree Fahr. ? 

8. The temperature of the earth increases by about one degree Fahr. for every 
50 feet of descent. How many feet of descent will give an increase of 1" Cent., 
and how many centimetres of descent will give an increase of 1" Cent., the foot 
being 30-48 cm.? 

9. The mean annual range of temperature at a certain place is 100" F. What 
is this in degrees Cent.? 

10. Lead melts at 326" C, and in melting absorbs as much heat as would raise 
5'37 times its mass of water 1" C. What numbers will take the place of 326 and 
5'37 when the Fahrenheit scale is employed? 

11. Show that the temperature -40" C. and the temperature -40" F. are 
identical. 

12. What temperature is expressed by the same number in the Fahr. and 
R6au. scales? 

EXPANSIOK. 

The following coefficients of expansion can be used :- 

Linear. Cubical. 



Steel, -0000116 

Copper, -0000172 

Brass, -0000188 

Glass, -0000080 



Glass, -000024 

Mercury, -000179 

Alcohol, -001050 

Ether, -001620 



13. The correct length of a steel chain for land measuring is 66 ft. Express, 
as a decimal of an inch, the difference between the actual lengths of such a chain 
at 0" and 20". 
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14. One bnu» yard-measure is correct at 0' aud another at 20". Find, ay a 
decimal of an inch, the diiference of their lengths at the same temperature. 

15. A lump of copper has a volume 258 cc at 0*. Find its volume at 100*. 

16. A glass vessel has a ca])acity of 1000 cc. at 0*. What is its capacity at 10°? 

17. A weight-thermometer contains 462 gm. of a certain liquid at 0** and only 
454 gm. at 20^ Find the mean relative expansion per degree between these 
limits. 

18. A weight-thermometer contains 325 gm. of a liquid at zero, and 5 gm. run 
out when the temperature is raised to 12**. Find the mean coefficient of apparent 
expansion. 

19. If the coefficient of relative expansion of mercury in glass be irsW* what 
mass of mercury will overflow from a weight-thermometer which contains 650 gm. 
of mercury at 0° when the temperature is raised to 100°? 

20. The capacity of the bulb of a thermometer together with as much of the 
stem as is below zero is '235 cc. at 0"*, and the section of the tube is ^^q sq. cm. 
Compute the length of a degree (1), if the fluid be mercury; (2), if it be ether. 

21. The bulb, together with as much of the stem as is below the zero-point, 
contains 3' 28 gm. of mercury at zero, and the length of a degree is '1 cm. Com- 
pute the section of the tube, the density of mercury being about 13*6. 

22. What will be the volume at 300** of a quantity of gas which occupies 
1000 cc. at 0**, the pressure being the same? 

23. What will be the volume at 400" of a quantity of gas which occupies 
1000 cc. at 100", the pressure being the same? 

24. What will be the pressure at 30" of a quantity of gas which at 0" has a 
pressure of a million dynes per sq. cm., the gas being confined in a close vessel 
whose expansion may be neglected? 

25. A thousand cc. of gas at 1*0136 million dynes per sq. cm. are allowed to 
expand till the pressure becomes a million dynes per sq. cm., and the temperature 
is at the same time raised from its initial value 0" to 100". Find the final volume. 

26. A gas initially at volume 4500 cc, temperature 100", and a pressure repre- 
sented by 75 cm. of mercury, has its pressure increased by 1 cm. of mercury and 
its temperature raised to 200". Find its final volume. 

27. At what temperature will the volume of a gas at a pressure of a million 
dynes per sq. cm. be 1000 cc, if its volume at temperature 0" and pressure 1*02 
million dynes per sq. cm. be 1200 cc? 

28. What temperature on the Fahrenheit scale is the absolute zero of the air- 
thermometer? 

29. Find the coefficient of expansion of air per degree Fahrenheit, when 0" F, 
is the starting-point. 

30. Express the freezing-point and boiling-point of water as absolute tempera- 
tures Fahrenheit. 

31. What is the interior volume at 0" C. of a glass bulb which at 25" C. is 
exactly filled by 53 grammes of mercury ? 

For Densities of Gases see p. 297. 

32. At what temperature does a litre of dry air at 760 mm. weigh 1 gramme? 

33. At what temperature will the density of oxygen at the pressure 0*20 m. 
be the same as that of hydrogen at 0" C, at the pressure 1*60 m.? 




p 

w 



r at 15°, that its deiisjty may be tbe i 



e time 770 mm. with a 
a. temperature 5°. find the 



['I'he tabulafeil deusities ;ire pi'oiiortiona.l to tlie values of -,,- for tbe different 

3-L What must be the pressure of u. 
u tbiit of hydrogen at 0° and 760 nim.1 

^5. A mercurial barometer with brass scale reads : 
tempemtiire 85°, and at another time 76(1 mm. with a. 
ratio of the former pressure to the latter. 

3ft. The normal densitj of air being (ITiiIlM of that of brass, what czhange is 
pro<luced in the force required to sustain a kilogramme of brass in air, when the 
pressure and temperatare cliaiige from T13 mm. and -l!t° to T81 mm. and +3^"! 

37. A cylindrical tube of glass is divided into 30(1 eijoal parts. It is loaded 
with mercury, aud xiuka to the SOth division from the tiip in water at 10°. To 
'what division will it sink in water at 60°, the volumes of a given mass of wat«r 
at these teniperatnrea being as 1-000268 to 1-01205! 

■ 1. A closed globe, whose eiternaJ volanie at 0' is 10 litres, is immersed in 
ah- at 15° and at a pressure of 0'77 m. Required (1) the loss of weight which it 
experiences from the nction of the air; (S) the change which this loss would 
undergo if the pressure became 0-768 m. and the tempemture 17°. 

3tl. A bran tube contains mercury, with a piece of platinum immersed in it; 

and the level of the liquid is marked by a scrutt:h on the inside of the tube. On 

Wi|>lying heat, it ia found that the liquid still stands at this mark. Deduce the 

tiu of the weight of tlie platinum to that of the mercnry, assuming the density 

mercury to be 21-5, and ita linear eipanaion -(K)001 per degree. 

40, A glass tube, dosed at one end and drawn out at the other, is filled with 
and raised to a temperature x at atmoapberic pressure. It is then her- 

ttically sealed. When it has been cooled to the temperature 100° C, it is 
verted over mercury, and its pointed end is broken off beneath the surface of 
tbe liquid. Tlie mercury rises to the height of 19 centimetres iu the tube, the 
external pressure remaining at 76 cm. as at the commencement of the experiment. 
The tube is re-inverted, and weighed with the mercury which it coutoins. Tbe 
weight of this mercury is found to be 200 grammea ; when completely full it oon- 
itnins 300 grammes of mercury. Deduce tbe temperature x. 

41. A glass tube, whose interior is a right circular cylinder, 2 milliroetrea in 
leter at 0° C, c<mtaiiis a column of mercury, whose length at this temperature 

2 liecim. What will be the length of this column of meraury when Uie tem- 
trature is BO" C.l 
4S. Some dry air is inclosed in a horiuDntal thei-mometric tube, by means of 
ftn index of mercury. At 0° C. and 0'760 m. the air occui)iea 720 divisions of the 
tulie, the tube being divided into ports of equal capacity. At an unknown 
temperature and pressure the siime air occupies 960 divisions. The tube being 
immersed iu melting ice, and tbe latter pressure being still maintained, the air 
occupies 750 divisions. Requii-ed the temperature and pressure. 

43. A Graham's compensating pendulum is formed of an iron rod, whose length 

fM (f Cisl, carryiug a cylindrical vessel of glass, which at the name temperature 

int«nial radius r, and height A. Find the depth x of mercury at 0° C. 

■'Which is necessary for compensation, supposing that the compensation consists in 

[keeping the ceutre of gravity of the mercury at a constant distance from the axis 

~ suspension. 
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EXAMPLES. 



Thermal CAPACiTr. 
The following values of specific heat can be used : — 



Iron, -1098 

Copper, -0949 

Platinum, -OSSS 

Sand, -215 

Ice, -604 



Mercury, '038 

Alcohol -548 

Ether, '529 

Air, at constant pressure, '2375 



44. 17 parts by mass of water at 5" are mixed with 23 parts at 12". Find the 
]*esulting temperature. 

45. 200 gm. of iron at 300° are immersed in 1000 gm. of water at 0**. Find 
the resulting temperature. 

46. Find the specific heat of a substanc6 80 gm. of which at 100**, when im- 
mersed in 200 gm. of water at 10° give a resulting temperature of 20". 

47. 16 parts by mass of sand at 75% and 20 of iron at* 45° are thrown into 
50 of water at 4°. Find the temperature of the mixture. 

48. 300 gm. of copper at 100° are immersed in 700 gm. of alcohol at 0°, Find 
the resulting temperature. 

49. If the length, breadth, and height of a room are respectively 6, 5, and 3 
metres, how many gramme-degrees of heat will be required to raise the tempera- 
ture of the air which fills the room by 20°, the pressure of the air being constant, 
and its average density '00128 gm. per cubic centimetre? 

50. Find the thermal capacities of mercury, alcohol, and ether per unit vol- 
ume, their densities being respectively 13*6, 791, and '716. 

Latent Heat. 



The following values of latent heat can be used : — 



In Melting. 

Water, 80 

I^ad, 5*4 



In Evaporation at Atmospheric Pressure. 
Steam, 536 



51. Find the result of mixing 5 gm. of snow at 0° with 23 gm. of water at 20°. 

52. Find the result of mixing 6 parts (by mass) of snow at 0° with 7 of 
water at 50°. ' 

53. Find the result of mixing 3 parts by mass of snow at — 10° with 8 of 
water at 40°. 

54. Find the result of mixing equal masses of snow at — 10° and water at 60°. 

55. Find the temperature obtained by introducing 10 gm. of steam at 100° 
into 1000 gm. of water at 0°. 

56. Lead melts at 326°. Its specific heat is '0314 in the solid, and '0402 in 
the liquid state. Find what mass of water at 0° will be raised one-tenth of a 
degree by dropping into it 100 gm. of melted lead at 350°. 

57. What mass of mercury at 0° will be raised 1° by dropping into it 150 gm. 
of lead at 400°? 

58. A litre of alcohol, measured at 0° C, is contained in a brass vessel "weigh- 
ing 100 grammes, and after being raised to 58° C, is immersed in a kilogramme 
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li 

9'' 



<lf water at 10° C, contained in h braaa veasel weighing 200 grammes. The tem- 
}Krature of the water ia tliereby raised t« 27°. What ia the apecific heat of 
klcohull The specitic gravity of alcoliul is 0'8; tlie s[)ecilic heat of braaa is O'h 

59. A copper vessel, weighing 1 kilograinnie, contains 2 kilogr. of water. A 
Ihermoiiieter t-omposed of 100 granimea of glass and 2(KJ gr. of Dierourv, is com- 
pletely inuueraed in tliis water. All these bodies are at the saine temperature, 
0° C. If 100 granimea of steam at 100° C. are passed into the vessel, and con- 
densed in it, what will lie the tempurature of the whole apparatus when equili- 
brium has been attained, supposing that there is no loss of heat axlernailj. The 
f^iecific heat of mercury is 0-033 ; of copper, 0'096; of glass, O'lTT. 



Various. 



00. A tmly conieal vessel contains a certain quantity of mercury at 0° C. To 
what temperature must the vessel and its contents he raised thnt the depth of the 
liquid m.iy be increaaed by ^ Jj of itself 1 

CI. There is a bent tube, terminating at one end ia a large bulb, and simply 
I closed at the other. A column of mercury stjuids at the samti height iu the two 
} brunches, and thus separates two quantities of air at the same pressure. The itir 
in the bidb is saturated with moistnra ; that in the opposite brauch ia perfectly 
dry. The length of the coliiuu of dry air is known, and also its initial pressure, 
the temperature of the whole being 0° C. Gdculate the displacement of the 
mercurial column when the temperature of the apparatus is raised to 100° C. 

ITlie bulb is supposed to have enough water in it to keep the air constantly 
niturated; and is also supposed to be so large that the volume of the moist air is 
Itot sensibly affected by the displacement of the mercurial column. 
each 
uth 
perai 



CosnucTio 



vill be couducted in an hoar through 
a two sides being kept at the rea[>ec- 
niluctivity of the iron between 



1. How many gramme-degrees of heat w 
r each sq. urn. of an iron plate -OS cm. thick, i 
o temperatures 225'' and 275°, and the n: 
e temperatures being '121 

G3. Through what thickness of copper ^ould the same amount of heat flow 
a through the '02 cm. of iron in the preceding question, with the same tempera- 
F tures of its two faces, the mean conductivity of the copper between thi»e teni- 
peratnrea being imityl 

. How much heat will be conducted in an hour through each aq. cm. of & 
plate of ice 2 cm. thick, one side of the ice being at 0° and the other at - 3°, and 

iits conductivity being '00223; and what volume of water atO° would beoouvertod 
into ice at 0° by the loss of lids quantity of heat] 
66. How much heat will escape in nn hour from the walla of a building, if 
Itieir area lie SO sq. metres, their thickness 20 cm., their material sandstone of 
conductivity '01, and the difference of temperature between outnide and inside 
'Ib'i What quantity of carbon burned per hour would generate heat equal to 
tbifllossl 
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Hyqrometrt. 



66. A cubic metre of air at 20° is found to contain 11*56 grammes of aqueous 
vapour. What is the relative humidity of this air, the maximum pressure of 
vapour at 20° being 17*39 mm.? 

67. Calculate the weight of 15 litres of air saturated with aqueous vapour at 20° 
and 750 mm. 

Thermodynamics. 

For the value of Joule's equivalent see § 487. 
For heats of combustion see § 509. 

68. The labour of a horse is employed for 3 hours in raising the temperature of 
a million grammes of water by friction. What elevation of temperature will be 
produced, supposing the horse to work at the rate of 6 x 10® ergs per second? 

69. From what height (in cm.) must mercury fall at a place where g is 980, in 
order to raise its own temperature 1° by the destruction of the velocity acquired, 
supposing no other body to receive any of the heat thus generated ? 

70. With what velocity (in cm. per sec.) must a leaden bullet strike a target 
that its temperature may be raised 100° by the collision, supposing all the energy 
of the motion which is destroyed to be spent in heating the bullet? 

71. What is the greatest proportion of the heat received by an engine at 200° 
that can be converted into mechanical effect, if the heat which is given out from 
the engine is given out at the temperature 10°? 

72. If a perfect engine gives out heat at 0°, at what temperature must it take 
in heat that half the heat received may be converted ? 

73. What mass of carbon burned per hour would produce the same quantity 
of heat as the work of one horse for the same time, a horse-power being taken as 
75 X 10^ ergs per second. 

74. A specimen of good coal contains 88 per cent, of carbon and 4^ per cent, 
of hydrogen not already combined with oxygen. How many gramme-degrees of 
heat are generated by the combustion of 1 gm. of this coal; and with what 
velocity must a gramme of matter move that the energy of its motion may be 
equal to the energy developed by the combustion of the said gramme of coal? 

Adiabatic Compression and Extension. 

75. Find the rise of temperature produced in water at 10° C. by an atmosphere 
of additional pressure, an atmosphere being taken as a million dynes per sq. cm., 
and the coefficient of expansion at this temperature being '000092. 

76. Find the ratio of the adiabatic to the isothermal resistance of water at 10** 
to compression, the value of the latter being 2*1 x 10^^ dynes per sq. cm. 

77. Find the fall of temperature produced in a wrought iron bar by applying a 
pull of a million dynes per sq. cm. of section, the coefficient of expansion being 
•0000122. 

78. Find the ratio of the adiabatic to the isothermal resistance of the bar to 
extension, the value of the latter being 1*96 x 10^^ dynes per sq. cm. 
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ANSWERS TO EXAMPLES. 

Ex. 1. 16°| C, U'^i R. Ex. 2. 9^ C, 2rf F. Ex. 3. Srj C, 56"^ F. Ex. 4. 
21"^ C, 16°f R. Ex. 5. 48" R., 140" F. Ex. 6. 37"^ C, 99"^ F. Ex. 7. -00203. 
Ex. 8. 90 ft., 2743 cm. Ex. 9. 55"f C. Ex. 10. 619", 9-666. Ex. 12. - 25-6. 

Ex. 13. -184 in. Ex. 14. -0135 in. Ex. 15. 259-33 cc. Ex. 16. 100024 cc. 
Ex. 17. -000881. Ex. 18. -001302. Ex. 19. ^ = 9-86 gm. Ex. 20. (1) -084 cm., 
(2) -714 cm. Ex. 21. -000432 sq. cm. 

Ex. 22. 2098 cc. Ex. 23. 1804 cc. Ex. 24. 1-1098 miUion. Ex. 25. 1386 cc. 
Ex. 26. 5631 cc. Ex. 27. - 50". 

Ex. 28. -459". Ex. 29. ■^. Ex. 30. 491", 671". Ex. 31. 3-913 cc. Ex. 32. 
80" C. Ex. 33. 272". Ex. 34. 55-5 mm. Ex. 35. 759*53 : 75939. Ex. 36. 
-155 — -140 = -015 grammes of increase in the apparent weight. 

Ex. 37. 47*36. Ex. 38. Loss of 12-42 gm., diminished by *12 gm. Ex. 39. The 
ratio of the platinum to the mercury is 4*7 to 1 by volume, and 7-5 to 1 by weight. 
Ex. 40. 1219". 

Ex. 41. 2*0248 decim. Ex. 42. 76"-5, -7296 m. Ex. 43. -150;+-103A. 

Ex. 44. 9"-02. Ex. 45. 6"*44. Ex. 46. t^ = -3125. Ex. 47. 10". Ex. 48. 6"*91. 
Ex. 49. 547200. Ex. 50. -449, -483, -379. 

Ex. 51. Water at 2"^. Ex. 52. If part snow, 11| water, all at zero. Ex. 53. 
Water at 5-9. Ex. 54. '313 snow, 1-687 water, all at zero. Ex. 55. Water at 
6"-3. Ex. 56. 16600 gm. nearly. Ex. 57. 84400 gm. nearly. 

Ex. 58. -687. Ex. 59. 28-7. Ex. 60. 88". Ex. 61. The displacement a? is given 

by the equation 2^7=753*7—^^ y~~^^ ^^'^ ^ being the given pressure and 

length. 

Ex. 62. 1080000. Ex. 63. J cm. = -1666 cm. Ex. 64. 11*88 gm.-deg., -149 cc. 
Ex. 65. 21600000 gm.-deg., 2700 gm. 

Ex. 66. 67 per cent. Ex. 67. 17-68 gm. 

Ex. 68. l"-54. Ex. 69. 1414 cm. Ex. 70. 16240 cm. per sec. Ex. 71. \}% = 
*4 nearly. Ex. 72. 273". Ex. 73. 80*36 gm. Ex. 74. 8570 gm.-deg., 848400 cm. 
per sec. nearly. 

Ex. 76. 0"*000626. Ex. 76. 1*0012. Ex. 77. 0"-00009. Ex. 78. 1*002. 
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«/f«^«l«lX /^, 4*4' 
ttffut/U M4*4 •^AAn, 477' 
4«»Mi)r <f/< dry, K^. 
AU *^hnttm, 4fjt, 

hUm, )(« •HiMlli}iMilt«MfMii'.y, 4y/, 

41 1- 

4«« 
' ««M Kfhilnuily of l|(|iii<l hikI 

AMMIMtlMtli|«»il| llifH, 

AhImimI h«Mi Miiil work, 4M5, 
ApjoliM** KormiilM, .|U7. 
AmwiiI, doolliiK of Mir liy, 47A, 
A«|tiiMliir, tg.t 
AllMoii|tlt«i», ilUit'llxilloii of, over 

\\\» MMIlll, ht«0, 

AliiiiMi|iliiiil(i niriulMllon, i(**noi'ul, 

Aliiinlii woiiilil liivtfinaly im ti|ioi'inc 

li»Nl, iiN, 
Am||U«i'« |Myi'liiMiii«ti>i-, .igif. 

Hrti', how ttf hDHl In, 4«A, 
(ty moM)«Uvik, 1^5. 

t^^MMOll^^ ^\y )Ht^«»l^ of Mir, 

HoiiM^n )>oto<i^ i^(\\s 1^1 by )ut«- 
H^>s^«y«s U^^^ *«x^ »Nk^ 5«^ 



CMi<««c acid, uXt£AtaiMm of, 

(l»fWA*% prMCSf4«ft, 467. 

C'mt^* two frcezincHbadbixMS, 347, 

(Uit$trifugfd %fjv€mfjr, 49I. 
Oi«««ik:aJ cofnUfiacioo, 4S3. 
- hyi^rotneur, 399. 
(,1terra P/^jee, rainfall at, 406. 
(,1itfnf»eyft, draught of, 306. 
Climates, insular and continental. 

5'do. 
Clothing, warmth of, 434. 
Clouds, 402-406. 
Coal, origin of, 486. 
Coefitcient of expansion, 282. 

- — — tabic of, 384. 
Cold of evaporation, 345. 
Combination by volume, 378. 
Combination, heat of, 483. 

— table of, 484. 

(Combustion, heat of, 484. 
Comparability of thermometers, 

fl8o. 
Compensated pendulums, 384. 
(^impound engines, 501. 
(■ondonsation, 343. 
C'ondonser of steam-engine, 498, 

Soa. 
Cundurtion of heat, 413. 
•— — in gases, 434. 

• — in liquids, 433. 
Conductivity defined, 4x3. 

determinations of, 4x9-434. 
l.Vi\grUlion, 335. 

- at temperatures below freexing, 

Coi\jugate mirrors 436. 
i.\\i\tinental climates sao- 
<.\MUinuity of gaseous and liquid 

stAtrs, 551, 
Cowv«otion of heat, 395, 48a, 534, 
OiMUT<iiv« equilibrium of air, 476. 
t.\vNli»\g, Uw \>f, 430-434, 

m<Mh\x) ^\f, 510^ 

\'4"' air by a«cc«»t, 47*. 
vMlioal Mwperaiure, Andrews*, 

V>>N>|>JHvr«s >|S, 
\>y***lU»*tK>*^ ,n«j, 

CWrrWis WMMV(«W 5«^ 

- >a>ii^ ^Nf xajvmmw j>«*. 




fm mm, 3ya. 

Dc&acyol' 
Deasity, see Air, V 



.367. 



— oTair, 305,400. 

— of gases, 300^ 

table cit JP^ 

— of rapours, 379. 

De Sausfiure's hygrometer, 392:. 
Despretz's experiments on alcohol 

at low te m p er atures, 350L 
Dew, 409. 

— point, 39a 

computation of, 396. 

Diathermancy, 448. 

— table of, 449. 

Differential equations for flow of 
heat, 425, 426. 

— thermometer, 275. 
Difficulty of commencing change 

of state, 364. 
Diffusive reflection, 437, 447. 
Diffusivity, 413, 414. 

— deduced from undergroimd 
temperatiu-es, 426. 

Digester, Papin's 360. 
Dines' hygrometer, 393. 
Dissipation of energy, 489. 
Distillation, 368. 
Denny's experiment, 363. 
Draught of chimneys, 306. 
Drion's experiments, 351. 
Dufoui's experiment, 363. 
Dulong & Petit's law, 318. 

law of cooling, 431. 

Dumas* method for vapour den- 
sities, 379. 

Ebullition, 355. 357. 
Eccentric of slide-valve, 497. 
EflSdeiKy of thomic engine, 466- 

471 : reversible, 469. 
Emission, coefficient oC 438. 
Emissive power, 44a. 
Energy, available sooroes of, 488. 



Steaun- 



dissipatioB o^ 489. 
Engines, tbovic, 
eogine^ 46s. 49X. 




Erapomiaai, 33;^. 
— coldoCjcs- 
ErcJuo^icak. tlieoiy cfl^ 
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Expansion by heat, 358. 

— coefficient of, 282. 

— cubic and linear, 277. 

— force of, 286. 

— heat lost in, 464. 

— in freezing, 330. 

— linear, modes of observing, 383. 
table of, 284. 

— mathematics of, 377. 

— of gases, 281. 
table of, 30a 

— of liquids, table of, 391, 393. 

— of mercury, 387--389. 

— of solids, 383. 
Expansion factor, 277. 
Expansive working in steam-en- 
gine, 500, 503. 

Explosion of boilers, 507. 

Factor of expansion, 377. 

Fahrenheit's scale of temperature, 
265. 

Faraday's experiments on lique- 
faction of gases, 343, 345. 

on solidification of gases, 350. 

Favre and Silbermann's calori- 
meter, 482. 

Fire-places, 307. 

Fire-syringe, 457. 

Flowers of ice, 327-329. 

Fluorescence, 453. 

Fly-wheel, 498. 

Forbes' experiments on conduc- 
tivity, 420. 

— observations on glacier motion, 

334. 

Foucault's magneto - thermic ex- 
periment, 459. 

Franklin's experiment on ebulli- 
tion, 358. 

Freezing at abnormally low tem- 
peratures, 326, 480. 

— by evaporation, 346-35a 

— by the spheroidal state, 366. 

— expansion in, 330. 

— mercury in red-hot crucible, 366. 

— mixtures, 324. 

Freezing-point lowered by pres- 
sure, 331, 481. 

; computation, 481. 

by stresses, 332. 

Friction, heat of, 458. 
Frost, hoar, 411. 
Fusion, 320. 

— latent heats of, 322. 

— temperatures of, 320. 

Gas-engines, 514-517. 

Gases, table of densities of, 306. 

— conducting power of, 424. 

— their expansion by heat, 281, 

297-300. 

— two specific heats of, 317. 
Gay-Lussac's experiments on ex- 
pansion of gases, 297. 

method for vapour densities, 

382. 
GifTard's injector, 509. 
Glaciers, motion of, 334. 
Glaishcr^s balloon-ascents, 533. 

— tables, 396. 

Gla-ss, expansion of, 389. 



Governor -balls, 498. 
Gramme-degree, 311. 
Gridiron-pendulum, 385. 
Gulf-stream, 530. 

Hail, 409. 

Harrison's gridiron-pendulum, 385. 
Head, 306. 

Heat, mechanical equivalent of, 
461. 

— of combustion, table of, 484. 

— quantity oC 310. 

— required for a cyclic change, 474. 
for change of volume and 

temperature, 473. 

— units, 311. 

Heating by hot water, 395. 
Heights measured by boiling-point, 

359- 
High-pressure engines, 503. 

Him on animal heat, 485. 

Hoar-frost, 411. 

Hope's experiment, 292. 

Howard's cloud nomenclature, 404. 

Humidity of air, 389. 

Hydrogen, conductivity of, 424. 

— heat of combustion of, 484. 
Hygroscopes and hygrometers 

391-399. 
Hypsometer, 359. 

Ice-calorimeter, 319. 

flowers, 337-339. 

houses, 418. 

— plasticity of, 334. 

— regelation of, 334. 
Ingenhousz's experiment, 415. 
Injector, GifTard's, 509. 
Insular climates, 520. 
Inverse squares, 433. 

Iodine, solution of, in bisulphide 

of carbon, 453. 
Isothermal lines, 469, 519. 

Joule's equivalent, 463. 

— experiment in stirring water, 461 . 

Lamp-black as absorber, 448. 

radiator, 439. 

Land and sea breezes, 524. 

Laplace and Lavoisier's experi- 
ments, 383. 

Latent heat effusion, 321. 

of vaporization, 385-388. 

of water, 322, 334. 

Leidenfrost's phenomenon, 366. 

Leslie's differential thermometer, 
275. 

— experiment (freezing by evapo- 

ration), 346. 
Linear flow of heat, 425. 
Link-motion, 513. 
Liquefaction of gases, 342, 353. 

— of oxygen and hydrogen, 353. 

— of solids, see Fusion. 
Liquids, expansion of, 287-396. 
Liquid and gaseous states continu- 
ous, 351. 

Locomotive, 5xa 

Mason's hygrometer, 395. 
Maximum thermometers, 267. 



Mean temperature, 518. 

Mechanical equivalent of heat, 
461. 

Melloni's experiments, 441-450. 

Melting-points, table of, 330. 

Mercury, expansion of, 287-289. 

Metallic thermometers, 273. 

Meteoric theory of sun's heat, 487. 

Meteorology, 403. 

Meyer's method for vapour den- 
sities, 384. 

Mirrors, conjugate, 436. 

Mist, 402, 407. 

Mixture of gases and vapours, 342. 

Mixtures, boiling-point of, 362. 

— method of, 312. 
Moist air, density of, 400. 
Monsoons, 524. 
Mousjion's experiment, 331. 

Negretti's maximum thermometer, 

270. 
Newton's law of cooling, 430. 
Nobili's thermo-pile, 440. 
Norwegian cooking-box, 418. 

Obscure radiation, 453. 
Oceanic currents, 529. 
Oscillating engines, 504. 
Oxyhydrogen blow-pipe, 484. 

Papin's digester, 360. 
Parabolic mirrors, 435. 
Pendulum, compensated, 284. 
Perfect gas, 301. 
Phillips' maximum thermometer, 

270. 
Plasticity of ice, 334. 
Platinum, expansion of, 294. 
Pluviometer, see Rain-gauge. 
Pneumatic tinder-box, 457. 
Pressure, correction of, for gravity, 

377- 
Prevost's theory of radiation, 433. 

Psychrometer, 395. 

Pyrheliometer, 486. 

Pyrometer, 274, 302. 

Quantity of heat, 310. 
Quartz transparent to ultra-violet 
rays, 453. 

Radiant heat and light, 451. 
Radiation, 428. 

— at different temperatures, 453. 

— selective, 454. 
Rain, 407. 

Rainfall, British, 409. 
Rain-gauge, 407-408. 
Ramsden and Roy's experiments, 

284. 
Rankine's prediction of specific 

heat, 476. 
Real and apparent expansion, 378. 
Reaumur's scale, 265. 
Red-hot ball in water, 368. 
Reflecting power,437; table of, 445. 
Reflection of heat, 434. 
Refrangtbility, change of, 453. 
Regelation, 334. 
Regnault's hygrometer, 394. 

— hypsometer, 359. 
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KCgoMtM s cjipciinigntB on cxpan- 

uoa of gases, 398. 
on tpeahc heat, 315. 

— — 00 Tapour-preasures, 371. 
Reversal of bright lines, 455. 
Reversibte engine, perfect, 467. 

efficiency of, 469. 

Reversing of looomocive, 513. 
Rock-salt, its diathermancy, 453, 

454- 
Rotation of earth as affecting wind, 

525- 
Rotatory engines, 504. 
Roy and Ramsden's measures of 

expansion, 284. 
Rumford on heat of friction, 458. 

— on radiation in vacuo, 429. 
Rumford's thermoscope, 275. 
Rutherford's self-reguttcring ther- 
mometers, 268. 

Safety-valve, 361, 507. 

Saline solutions, boiling-point of, 

361. 
Saturated air, weight of, 40a 

— vapour, 339. 

Scales, thermometric, 265. 
Scattered rays, 437, 447. 
Sea-breeze and land-breeze, 524. 
SelecUve emission and absorption, 

454. 
Self-registering thermometers, 267. 

Sensibility of thermometer, 267. 

Six's thermometer, 267. 

Slide-valve, 497. 

Snow, 408-410. 

Soil, temperature of, 520. 

Solar heat, 486. 

sources of, 487. 

Solidification, change of volume in. 

330. 

— of gases, 350, 353. 

— of liquids, 325. 
Solution, 324. 

Solutions, boiling-points of, 362. 

Sources of energy, 488. 

Specific gravity, correction of, for 

temperature, 278. 
Specific heat, 312. 

— — of gases, 317. See Two 

Specific Heats. 

— — tables of, 316. 



Spheroidal state, 365. 
Spirit thermometer, 267, aSoL 
Squares, inverse, 433. 
Steam, pressure of^ 375. 

— vcrfume of, 385. 
Steam-engine, 493. 

— locomotive, 5x01 
Still. 368. 

Stirling's air-engine, 491 
Stoves, 308. 

— Norwegian, 418. 
Sulphate of soda, 329. 
Sulphuric add, boiling of, 365. 
Sun, *ee S<dar. 
Superheated vapotur, 341. 
Superheating of steam, 503. 
Supersaturated solutions, 329 
Surface-condensers, 502. 
Surface conduction, 430. 
Syringe, pneumatic, 457. 

Temperature, 257. 

— absolute, 30X, 471. 

— mean, 518. 

— of a place, 518. 

— of the air, 518. 

decrease upwards, 52a. 

— of the soil, 521. 

increase downwards, 522. 

— scales of, 265. 
Tension of vapour, 338. 
Terrestrial temperatures, 518. 
Theory of exchanges, 432. 
Thermic engines, 465. 
Thermochrose, 451. 
Thermo-dynamics, 457. 

— first law of, 462. 

— second law of, 468. 
Thermographs, 272. 
Thermometer, 257-275. 

— alcohol, 267, 280. 

— differential, 275. 

— metallic, 273. 

— self-registering, 267. 
Thermo-pile, 440. 
Thilorier's apparatus, 344. 
Thomson, J., on glacier motion, 

333,335- , 
on lowering of freezing-point, 

33t- 
Two specific heats, difference of, 
464. 



Two specific beats* atio oC 47s, 

476. 
Tsmdall 00 monfafing of ice, 335. 

Lndeigiuuud tCBipcratiire, sao- 
533. 

diflfusivity deduced from, 436. 

Units of heat, 311. 

Vapour, 337. 

— apparatus to iDustrate, 339. 

— at maximum tension, 338. 
Vapour-density, 379-385- 

related to chemical connbii:^- 

tion, 378. 
Vapour^nrssure, measoiement of, 

370-375- 

— pressures of various liquids, 376. 
V^etable growth, 485. 
Vesicular state, 403. 

Volume, diange o^ in congelation, 

330- 
in vi^xxizatioii, 385. 

Walferdin's maximum thermo- 
meter, 273. 
Water, omductivity of, 423. 

— conservatism of, 333. 

equivalent of a body, 313. 

— expansion of, 394. 

— maximum density of^ 293. 

— specific heat of, 317. 
Watt's steam-engine, 495-499. 
Weight-thermometer, 281. 
Well-thermometers, 271. 
Wet and dry bulb, 395. 
Wiedemann and Franz's experi- 
ments, 419. 

Williams', Major, experiment with 

ice, 330. 
Wind, causes of, 524. 

— measiu-ement of, 528. 

— trade, 525. 

Wire-gauze and flame, 416. 
Work spent in generating heat, 

458-464. 

Zero, absolute, of temperature, 

301. 473- 

— displacement of, in thermome- 

ters, 266, 380. 
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